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A.I.A. Gold Medal for Gropius 

Walter Gropius, architect, teacher 
and philosopher, will receive the 
1959 Gold Medal of the American 
Institute of Architects. Professor 
Gropius, who be- 
came a significant 
leader of the mod- 
ern movement in 
architecture when 
he founded the 
Bauhaus school 
of applied arts in 
Germany just af- 
ter World War I, 
has made an equal 
contribution in 
this country as a teacher—as dean of 
the Harvard Graduate School of De- 
sign—and as an architect, in the 
work of the firm he founded, The Ar- 
chitects Collaborative (see pages 
147-162). Although Professor Gro- 
pius, now 75, has suffered much 
at the hands of wildly differing inter- 
preters and imitators, he has always 
himself remained faithful to the phil- 
osophy he stated so eloquently when 
he first came to this country in 1937: 
“You may want to hear from me what 
Sort of contribution I wish to make 
to the development of American ar- 
chitecture," he said in a talk at the 
Architectural League of New York, 
“and it may seem rather odd to you 
that I turn up here to teach Ameri- 
cans what American architecture 
should be like. I assure you I feel 
pretty certain that I shall be a pupil 
here as well as a teacher, and I am 
very keen to take over this double 
function. My intention is not to in- 
troduce a, so to speak, cut and dried 
‘Modern Style’ from Europe, but 
rather to introduce a method of ap- 
proach which allows one to tackle a 
problem according to its peculiar 
conditions. I want a young architect 
to be able to find his way in whatever 
circumstances; I want him independ- 
ently to create true genuine forms 
out of the technical, economic and so- 
cial conditions in which he finds him- 
self, instead of imposing a learned 
formula onto surroundings which 
may call for an entirely different so- 
lution. It is not so much a ready- 
made dogma that I want to teach, but 
an attitude towards the problems of 
our generation which is unbiased, 
original and elastic. It would be an 
absolute horror for me if my appoint- 
ment [at Harvard| would result in 
the multiplication of a fixed idea of 
‘Gropius architecture. What I do 
want is to make young people realize 
how inexhaustible the means of crea- 
tion are if they make use of the in- 
numerable products of our age, and 
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to encourage these young people in 
finding their own solutions." 


The Human World of Nervi 

Some moving testimony as to what 
architect-engineer collaboration can 
be was heard last month in the re- 
marks by Marcel Breuer at the open- 
ing of the Architectural League of 
New York's great exhibit of the work 
of Nervi (see page 20). Speaking of 
their collaboration on the UNESCO 
Headquarters in Paris, Mr. Breuer 
said, in part: “Despite the imagina- 
tion which he quietly manifested, and 
despite his experience and great the- 
oretical knowledge, Nervi showed an 
unusual elasticity in our contact. 
This has to be explained, because it 
was far from the passive elasticity of 
these structural consultants who put 
a beam under wherever a load ap- 
pears—move the support a bit to the 
right or to the left, if it is in the way 
—who fight stress with mass, deflec- 
tion with oversized cross-section. 
Nervi's elasticity is quite different. 
While he absorbs even rather basic 
suggestions related to the structure 
and accepts the requirements of the 
plan, his participation is a continu- 
ous search for a system: a system of 
geometric rhythm. Structure trans- 
cends here the bounds of sheer neces- 
sity without sacrificing any of the 
logic of its usefulness or even of its 
economy. The structure of the 
UNESCO project was, in its basic 
conception, simultaneously developed 
with the plan. Though our individual 
responsibilities were automatically 
assigned, there was very thorough 
and continuous exchange of ideas 
and opinions between us. .. . As I 
see it in retrospect, there are three 
qualities in Nervi which made our 
association most interesting for me: 
1. A vision of geometry, which im- 
pressed me still more than the vocab- 
ulary deriving from his research in 
reinforced concrete. A control of 
geometry makes it possible for him 
to follow the flow of structural stress- 
es, to turn and twist with them, to 
follow them into space but always 
under continuous reference to the 
plans of geometric projection and per 
consequence under continuous refer- 
ence to a crystallized form. 2. A 
razor-sharp analysis of stresses 
working in the structure and his 
face-to-face meeting these stresses in 
a corresponding structural system,— 
in an organic system. Now, organic 
is not a catchword here, nothing met- 
aphysical or nebulous, nothing of an 
excuse. It is a flow as real as the con- 
tinuous strain starting in the shoul- 
der, moving through the upper and 


lower arm, into the grip of the hand, 
fingers and thumb. This is the real 
world of Nervi, the continuous 
stresses, branching from support 
into girders, dividing into ribs and 
into the very fibers of the structure, 
to combine again into ribs and col- 
umns. 3. If there is a notion that ar- 
rogance and reckless irresponsibility 
are the very vehicle of genius, a no- 
tion that one must be unhuman to be 
a genius, there is Nervi to manifest 
how wrong this notion is. I came to 
know him as a modest, even humble 
man, though he is by no means un- 
aware of happenings around him. I 
cannot help but feel that humanity is 
a prerequisite of the architect, of the 
designer, too. As I use the word hu- 
manity here,—and I am all too con- 
scious about misinterpretations it 
may cause—I have to emphasize that 
no sentimentality, no romantic pret- 
tiness, is involved. However, the mon- 
umentality will not be an empty one, 
the symmetry will not be a designed 
one, the economy will not be a l'art 
pour l'art one, the courage will not be 
an irresponsible one. Form will not 
be showmanship, but FORM; imagi- 
nation will not be acrobatic, but a 
logical and visual discovery. Some 
of our great talents just miss to be 
really great: their shortcomings can 
be traced back to human shortcom- 
ings, in man and his work. It seems 
to me that Nervi’s work expresses 
humanity." ... And on the same 
occasion, John Ely Burchard, dean of 
the School of Humanities and Social 
Studies of M.I.T. (and consulting ed- 
itor of ARCHITECTURAL RECORD), 
apostrophized Nervi: “To American 
architects you offer the same lessons 
as are to be found with different ex- 
amples on the current Japanese 
scene. Where technique is used as a 
part of natural life or a part of man- 
kind, it flowers; but where, as in the 
American baroque, technique is sim- 
ply adopted as a means of revealing 
a sought-for expression both the ex- 
pression and the technique will be 
corrupted. Your restraint reminds 
that exuberant structuralism and the 
unrestrained display of virtuosic tal- 
ent may be ‘all to the advantage of 
the techniques but derogatory to de- 
sign.’ And above all your work pro- 
claims ‘never force the purpose to the 
method.’ Instead, it echoes another of 
Poincaré’s maxims: “Architectural 
beauty is that in which the architect 
employs methods which suit his pur- 
pose!’ You have never been guilty of 
employing the unsuitable engineer- 
ing form because of its novelty or be- 
cause of its drama, or just because 
you happened to be in love with it.” 
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The Record Reports 


The U.S. Exhibition in Moscow: 

A Large Design Challenge 
Construction is being hurried along 
on the American National Exhibi- 
tion in Moscow, the first full-scale 
United States exhibition ever to be 
shown in the Soviet Union. (See also 
p. 44). Sponsored by the U.S. Gov- 
ernment in cooperation with private 
industry, the exhibition is sched- 
uled to open on July 25 in Sokolniki 
Park and to run six weeks. It is ex- 
pected that well over 3.5 million 
Russians will see the exhibits. 

George Nelson and Company, Inc., 
New York industrial designers, is 
the firm that has been selected not 
only to design all exhibits and dis- 
plays, but also to make final decisions 
on all exhibits. Among the major 
design contributions of the firm 
(headed by Mr. Nelson, an architect ) 
are the ‘jungle-gym” exhibit struc- 
ture, above, and the three-part rein- 
forced plastic pavilion, right. The 
firm is sending a five-part brass scale 
model of the “jungle gym," keyed to 
assembly drawings, as a construction 
“blue print." 

The plastic pavilions are to shel- 
ter not only exhibits but also pools, 
fountains, and outdoor sculpture. 
Consulting engineer on them was 
Albert G. H. Dietz of M.I.T.; Lunn 
Laminates, Inc., is the builder. The 
architectural exhibit in one pa- 
vilion, emphasizing large single- 
point perspective photographs, is 
being selected and arranged by ar- 
chitects Peter Blake and Julian 
Neski. 

The “Splitnik” house, designed by 
architect Stanley H. Klein, was 
chosen as a typical American 
house" that the average worker can 
buy. Its builder, All-State Proper- 
ties, Inc., is partially prefabricating 
it here. 


u 


Above, left: A preliminary model of the ex- 
hibition (AR, Feb. '59, p. 10) showing the 
permanent buildings designed by Welton 
Becket & Associates. The Kaiser geodesic 
dome, following the principles of R. Buck- 
minster Fuller, is being erected by the 
Lydick Roofing Co.; the fan-shaped exhibi- 
tion hall is being put up by the Reynolds- 
Feal Corp. Left: The final site plan includes 
changes in the walkways and the addition 
of the three-part plastic pavilion. 1. En- 
trance; 2. American and Soviet flags; 3. 
Dome, 200 ft in diam, 78 ft high; 4. Pavilion, 
glassed front and rear, 50,000 sq ft, 28 ft 
high; 5. Playground; 6. *Splitnik" house; 7 
and 8. General Motors and Chrysler pavil- 
ions; 9. Circarama; 10. Ford pavilion; 11, 
12, and 13. Plastic-roofed pavilions to con- 
tain, respectively, the *Family of Man" and 
architectural exhibits and a demonstration 
of typical clothing. Above: Part of a model 
of the two-level “jungle-gym” exhibit struc- 
ture to be housed in the glass pavilion; 
it will have a steel frame and carpeted 
steel decking 


Above: A sketch of the interior of one of 
the plastic pavilions; there are to be a total 
of 70 off-white interlocked hexagon-shaped 
sections, each supported by a 16-ft plastic 
column, hollow for rain drainage. Left, 
above: Charles Eames, left, and George 
Nelson conferring about Mr. Eames' plan 
for seven simultaneous movies. Left, below: 
Model of the dome with movie screens. Be- 
low: Rendering of the “Splitnik,” 1144-sq- 
ft house so called because it is to be split 
by a 10-ft-wide gallery to allow huge crowds 
to go through it 
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GOWER SCHOOL ADDITION, Hinsdale, Illinois. Architect: Wight & Schlaebitz, Downers Grove, Illinois. 
Plumbing and heating contractor: Jerry & Phil’s Plumbing & Heating, Inc., Brookfield, Illinois. 
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COPPER SANITARY DRAINAGE LINES roughed-in among 
structural members at Gower School. This space-saving 
installation would have been impracticable with heavy, 
bulky pipe requiring threaded or caulked joints. 


Phil Bergeron and Jerry Wehrmeister, plumbing con- 
tractors near Chicago, have found that the installation 
economies with copper tube and solder-joint fittings 
enable them to offer all-copper plumbing—water sup- 
ply and sanitary drainage—at a cost lower than com- 
petitive bids based on installing ferrous piping. Recent 
jobs awarded to them as low bidder include the Gower 
School, the LaGrange Township Junior High School, a 
church, health center, two restaurants and a store. 
Anaconda was used for all these jobs. Phil Bergeron 
says, "We specify Anaconda Copper Tube and Fittings 


COPPER SANITARY DRAINAGE LINES for second floor lavata 
School. Light weight of copper tube and ease of making solder joints save 
many dollars on multiple installations like this. Compact assemblies eliminate 
wide plumbing walls, give greater usable floor area. 


IN THIS SCHOOL 


COST TO TAXPAYERS 
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because their consistent fine quality and close toler- 
ances makes our work easier and keeps the job costs 
within our estimates." 

Contractors, builders, and architects the country 
over are finding that they can provide long-lasting, low- 
maintenance all-copper plumbing at a cost competitive 
with ferrous piping. For information on Anaconda Cop- 
per Tube and Fittings, write for a copy of Publication 
C-33. Address: The American Brass Company, Water- 
bury 20, Conn. In Canada: Anaconda American Brass 
Ltd., New Toronto, Ont. 5005 


COPPER TUBE AND FITTINGS 


DE IN USA 
Available through plumbing wholesalers or AERAN NOIRE 


PRODUCTS OF THE AMERICAN BRASS COMPANY 
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Buildings in the News 


1. *The Celanese House," approaching com- 
pletion in New Canaan, Conn., was commis- 
sioned by the Celanese Corp. of America as 
a showcase for its fabrics. The living area 
has about 2500 sq ft; each of the 12 seven- 
ft-high pyramids is topped by a glass cap. 
Edward D. Stone, architect; Theodore DeF. 
Hobbs, builder. 2. London's tallest com- 
mercial building will have a 31-story tower 
and about 350,000 sq ft of office space. The 
reinforced concrete structures are being 
built by the Legal & General Assurance So- 
ciety, Ltd. Cost: $14 million. Ronald Ward 
& Partners, architects. 3 and 4. The planned 
Protestant Chapel at New York Interna- 
tional Airport, with 35-ft-high nave, will 
cost $250,000. Edgar Tafel, architect. 5. The 
$6.2-million New York School of Printing, 
recently dedicated, with its auditorium-gym, 
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left, and seven-story classroom-shop build- 
ing. The 327,000-sq-ft school has glass-block 
walls. Kelly & Gruzen, architects; Caristo 
Construction Co., general contractor. 6. The 
Gloria Dei Evangelical Lutheran Church, 
Bethayres, Pa., to be built in stages, will 
eventually include fellowship hall, classroom 
building, chapel, sanctuary. Vincent G. 
Kling, architect. 7. Webb & Knapp plans to 
build *The Central City," an office building 
that may provide more than 5,000,000 sq ft, 
in New York, dovetailing with the proposed 
Crosstown Expressway. The U.S. Post Office 
has agreed to rent 500,000-1,000,000 sq ft. 
I. M. Pei & Associates, architects; Kahn & 
Jacobs, associate architects; Andrews & 
Clark and Charles Meyer, structural engi- 
neers; Jaros, Baum & Bolles, mechanical 
engineers 


1. The Loeb Drama Center for Harvard and 
Radcliffe will be red brick and glass with 
white screening. The main auditorium is 
convertible to Elizabethan theater, pros- 
cenium type, or theater in the round; it 
seats 515. There are also a 100-seat theater, 
library, and classrooms. The structure is 
24 ft high with a small central shaft. Hugh 
A. Stubbins & Associates, architects; George 
A. Fuller Co., general contractor. 2. Plans 
for a Federal Building for the 50th state 
have recently been accepted by the GSA. 
The $801,000 structure in Wailuku, Maui, 
Hawaii, has aggregate and granite and 
quartz facing, with glazed units on the stair 
tower. Law & Wilson, architects. 3. A pro- 
posed prototype elementary school and 
shelter for mass protection from radio- 
active fallout is precast concrete with a 
folded roof of the same material. The cir- 
cular school is below ground level with three 
ft of earth on the roof. The glass-walled 
nine classrooms open onto a 10-ft walk 
bordered by an eight-foot ring of water. 
After radioactivity had subsided, the ce- 
ramie tile retaining walls, ramps, walks, 
and classroom walls could be hosed down, 
with contaminated water draining into the 
pool for filtering and recirculation. The 
design evolved from a study project of the 
committee on nuclear energy of the North- 
ern California Chapter, A.I.A. Albert Sigal, 
Jr. architect. 4 Precast concrete 
arches with a clear span of 154 ft frame 
this hexagonal hiring hall-auditorium for 
San Francisco's Local 10, Longshoremen's 
Union. The precast concrete roof panels are 
sheathed in copper. Henry Hill, architect, 
John W. Kruse, associate; Isadore Thomp- 
son, structural engineer; Jacks & Irvine, 
general contractor 


and 5. 


6. The 14-story American Hospital Associa- 
tion Building in Chicago has 144,446 habit- 
able sq ft. It is of steel skeleton construc- 
tion with anodized aluminum window walls 
and white glazed brick. Schmidt, Garden & 
Erikson, architects; Sollitt Co., 
general contractor. 7. The $6.5-million, 12- 
story Nile Hilton in Cairo was opened in 
February. Owned by the Egyptian Misr 
Hotels Co., it has been leased to Hilton 
Hotels International for 20 years. There 
are 400 rooms; total usable sq ft: 533,900. 
The reinforced concrete structure, shaped 
like an open V, gives views of the city, 
river, and Great Pyramids. Over the main 
entrance is a 280-by-25-ft Venetian glass, 
mosaic tile mural designed by the architects 
from ancient Egyptian symbols. Welton 
Becket & Associates, architects 


Sumner 
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News of Architecture Abroad 


M.LT. Graduate and Partner 
Win Greek Competition 


Winner of the first prize in a Greek 
competition for the National Rail- 
roads Office Building in Athens was 
this structure entered by the part- 
ners Thymio Papayannis and Stheni 
Molfessis, young Greek architects 
trained, respectively, at M.I.T. and 
the Ecole des Beaux-Arts. Construc- 
tion is scheduled to start in July. 

The jury consisted of E. Vekris, 
general director, Greek Railroads; 
E. Roussopoulos, professor of archi- 
tecture, Athens National Technical 
University; K. Zoukis, architect, 
Ministry of Public Works; K. Georgi- 
adis, architect appointed by the 
Technical Chamber of Greece; and B. 
Costeas, director of the Railroads di- 
vision of studies and construction. 

The program specified services and 
offices to be provided in the building, 
as well as floor space requirements to 
be met within 10 per cent. It also 
called for a study of the site and the 
replanning of surrounding streets 
and railroad lines. 

The 12-story building is in plan a 
bent rectangle about 300 by 47 ft. Its 
structure is prestressed reinforced 
concrete with a continuous 6-in. slab 
throughout reinforced by pre- 
stressed bands at 120 deg to each 
other. The basic module is 10 by 20 
ft. The skin is glass with aluminum 
fixed and pivoted windows, alumi- 
num vents, and concrete panels. The 
east and west elevations have alumi- 
num and polyester sunshields. Floors 
are marble and terrazzo. There is 
complete air conditioning. 

The jury approved both the modi- 
fication of the site and the pianning 
and appearance of the building. 


Jacobsen Exhibit at R.I.B.A.: 
Report from England 


The exhibition of the work of the 
Danish architect, Arne Jacobsen, 
that was held recently at the Royal 
Institute of British Architects in 
London provided a unique opportu- 
nity to evaluate the production of a 
highly gifted and significant artist. 
Designed by Professor Jacobsen him- 
self, the exhibit covered his work 
from the early 1930's through models 
of buildings still under construction. 
It also included Jacobsen-designed 
furniture, textiles, and other exam- 
ples of the applied arts. The total im- 
pression was of a remarkably con- 
sistent mode of design: intellectual, 
highly rationalized, and combined 
with an impeccable standard of fin- 
ish. 

The exhibit acquired a curious 
topicality with the news that Jacob- 
sen will probably design the new 
buildings for Oxford's St. Cather- 
ine's College. The selection of a for- 
eign architect for this most English 
of English commissions has been 
widely interpreted as an indictment 
of the entire English architectural 
profession, touching off a staid sterm 
of controversy in the correspondence 
columns of the Times. 

—Jonathan Barnett 


T T 
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1. Office building for A. Jespersen & Son, Copenhagen; 2. Town Hall, Rodovre, Denmark 
(AR, Sep. '57, pp. 187-192) ; 3. House for Ruthwen Jurgensen, Vedbek, Denmark; 4. House 
for Edwin Jensen, Mosehojvej, Denmark 


5. Swedish marble drinking fountain, 


Munkegard School, Gentofte, Denmark; 6. 
“The Egg," swivel chair designed for the 
Danish manufacturer, Fritz Hansen; 7. Wil- 
ton carpeting designed for S. A. S. 
and Air Terminal, Copenhagen 


Hotel 
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In the new Santa Ana Public Library, a 


UNIQUE 11-ZONE LANDMARK 
NEW-TYPE, PRECISION 


Santa Ana Public Library, Santa Ana, California 
45,000 sq. ft. floor space, book capacity 250,000 volumes 


Harold Gimeno, A.I.A. 
Lee Fabian 

Al Visioni 

Francis Keally & 


Harold S. Patterson, 
Associated Architects 


Architect 
Project Architect 


Project Engineer 


Library Consultants 


~~ 


For cost-conscious clients 
... design with HAUSERMAN "HP" 


Attractive, modern, low cost... this office will still be in style and continue 
to be useful, years from now. That's why the architect chose the distinctive, 
functional design of the HAusERMAN "HP" Movable Wall System. 

New HAUSERMAN “HP” units, factory-finished in a wide combination of 
washable decorator colors, will fit your client's space-division needs... and 
his budget. As the job goes in, your layout detailing and erection supervision 
will be cut to a minimum because these tasks are turned over to reliable 
HAUSERMAN engineering and installation service. 

Call in your local HAUSERMAN representative for literature and technical 
advice about HAUsERMAN "HP" Walls...and other systems in HAUSERMAN'S 
Complete Line. He's listed in the "Yellow Pages" under "Partitions." 


green y M TUR DUI Cat cr Ped 
1 THE E. F. HAUSERMAN COMPANY 1 
a hele. $20 | 7483 GRANT AVENUE, CLEVELAND 5, OHIO l MOVABLE 
7 | Meier Rd. Bor Mille, Ontart I 
jatar « Von itis, intario 
Zo wee | Please send free literature to: | HAU S E R MARI 
Nang o i ew 5 OU 1ك‎ 
Loy space Bias | INTERIOR 
| Per roy ee o EE | 
Hivision need | sues | WALLS 
| City State. | 
[mu co on, ee c Mc * 
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The Record Reports 


FIVE ARCHITECTURAL LEAGUE EXHIBITS TO BE SHOWN BY A.F.A. 


Below: “Engineering: The Work of Pier 
Luigi Nervi" is the current exhibit (March 
26-April 17). Signor Nervi, who prepared 
material for it, accepted the League's invi- 
tation to come to this country for the open- 
ing, but illness canceled his plans. The 
principal speakers were John E. Burchard, 
dean, School of Humanities, M.I.T., and con- 
sulting editor, ARCHITECTURAL RECORD, and 
architect Marcel Breuer. C. Mortimer 


Throop, League vice president for engineer- 
ing, was moderator. Shown is the Flaminio 
Stadium, Rome (AR, Dec. '58, pp. 107-118). 
Right: Two examples from the *Street Fur- 
niture" exhibit last fall. Morris Ketchum, 
Jr., Louis Kahn, William Ballard, Henry 
Hope Reed, and James Marston Fitch spoke 


“Architecture: Puerto Rico, Old and New” is another recent exhibit 
selected by the American Federation of Arts for circulation. Mod- 
erator of the program was José Fernandez, League vice president 
for architecture. The exhibit went on display last month at the 
University of Puerto Rico. Shown is the Supreme Court of Puerto 


Rico; Toro-Ferrer, architects 


Right: *Landscape Design: The Work of 
Dan Kiley" is exemplified by Mr. Kiley's 
model of the Union Carbide plant near 
New York; Skidmore, Owings & Merrill, 
architects. Moderator of the January pro- 
gram was Janet Darling Webel, League vice 
president for landscape design. Speakers 
included Ian McHarg, chairman, School 
of Landscape Architecture, University of 
Pennsylvania; Walter Netsch, S.O.M. part- 
ner; Louis Kahn; Frederick Gutheim. Some 
of Mr. Kiley's other recent projects are de- 
signs for the Air Force Academy, Detroit 
Civic Center, Jefferson Memorial in St. 
Louis, Rockefeller Institute for Medical Re- 
search in New York, and Kitimat, a new 
town in British Columbia 


WY GOLDBERG 


i 


The Architectural League of New 
York, under its current president, 
Morris Ketchum, Jr., is sponsoring 
this year a series of programs that 
express with new vitality the contin- 
uing object of the League: “to quick- 
en and encourage the development of 
the art of architecture, the arts and 
crafts, and to unite in fellowship the 
practitioners of these arts and crafts, 
to the end that ever-improving lead- 
ership may be developed for the na- 
tion’s service.” 


Five of the year’s exhibits—noted 
on this page—have been selected for 
circulation throughout the country 
by the American Federation of Arts 
(1083 Fifth Ave., New York 28). 

The League, founded in 1881, now 
has almost 600 members, 250 of them 
architects and the others landscape 
architects, engineers, sculptors, mu- 
ral painters, and designers and 
craftsmen. The League’s member- 
ship is worldwide, with some 130 
members outside New York. 


“Sculpture: The Work of Constantino Nivola” (AR, Jan. '59, p. 20) 
was marked by a program moderated by Frank Eliscu, League vice 
president for sculpture, at which Paul Nelson was principal speaker. 
Shown is Signor Nivola's 120-by-30-ft sand mural for the head- 
quarters building of the Mutual of Hartford Insurance Company; 


Sherwood, Mills & Smith, architects 


Meetings and Miscellany 


Middle Atlantic A.LA. Conference 
The Middle Atlantic Regional Con- 
ference, A.LA., held at White Sul- 
phur Springs, W. Va., March 13-14, 
drew an attendance of several hun- 
dred despite a near-blizzard. 

“Architects in the New World of 
Science" was the theme chosen for 
the Conference by its co-sponsors, 
the Virginia and West Virginia chap- 
ters of the A.I.A., and a lively one it 
proved to be. One of the two seminars 
was in the hands of architects, but 
the other was paneled by far-think- 
ing men outside the profession. At 
both the luncheon meetings and the 
banquet, furthermore, non-architects 
were the main speakers. 

The subject of the first seminar 
was “The New Clients." Panel mem- 
bers were: Herbert Swinburne, 
A.LA., on *New Types of Clients"; 
Roy F. Larson, F.A.LA., on “Gov- 
ernment as Client"; and Robert W. 
Cutler, A.LA., on “The Corporate 
Client." . 

The second seminar was entitled 
"Social Sciences and Architecture." 
Dr. Donald Foley of the University 
of California, who had given the 
theme address on much the same sub- 
ject at the opening luncheon, con- 
tinued his pertinent and, as one 
member of the panel put it, terrify- 
ing analysis of “Changing Social 
Patterns.” “The challenge to archi- 
tects,” he said, “is devilish—how to 
design a physical environment for 
changes stil to come." Andrew R. 
Bergstrom of the Martin Company of 
Baltimore spoke on “Management 


and Planning Environment,” and Dr. 
Albert Hastorf, professor of psychol- 
ogy at Stanford University, served 
as discussant. All three men stressed 
the increasingly rapid rate of change 
today. 

Dr. Hastorf was the luncheon 
speaker on the second day, and his 
address on “The Care and Feeding 
of Clients” was one of the highlights 
of the conference. “I think the central 
situation is that client and architect 
see things differently," he said; “we 
behave in terms of what we see, not 
in terms of what is really there." To 
prove this, he staged an experiment 
in optical illusion which was both 
convincing and amusing. He urged 
architects to develop techniques for 
mutual understanding with clients 
and emphasized the need for re- 
search, particularly in the schools of 
architecture. 

The banquet address was given by 
H. Dorn Stewart, national president 
of the Producers Council. 

—Florence A. van Wyck 


Consulting Engineers to Meet 
The Third Annual General Meeting 
of the Consulting Engineers Council 
is to be held in New York, April 28 
through May 3, at the Biltmore Ho- 
tel. Co-hosts will be the New York 
City and New York State Associa- 
tions of Consulting Engineers. 
C.E.C. is a national federation of 
21 state and regional associations of 
professional engineers engaged ex- 
clusively in private practice. 
Honored guest at the meeting is to 


—Drawn for the RECORD by Alan Dunn 


be Julian S. Tritton, president of the 
International Federation of Consult- 
ing Engineers, the organization of 
which C.E.C. recently became a mem- 
ber. A principal item of business will 
be the election and installation of the 
1959-60 officers. Mr. Tritton is to be 
the featured speaker at the May 1 in- 
stallation banquet. 

Among the many topics scheduled 
for discussion is approval of a pro- 
posed C.E.C. “Guide to the Practice 
of Consulting Engineering,” incorpo- 
rating the results of studies of office 
practice, fees and contracts, ethics, 
employe relations, and minimum 
standards. 

The present C.E.C. officers are: 
C. C. Pate, president; L. K. Crawford, 
first vice president; Ralph M. West- 
cott, second vice president; Hueston 
M. Smith, secretary; B. M. Dorn- 
blatt, treasurer; Edward J. Wolff, 
past president. The executive secre- 
tary is Larry N. Spiller. C.E.C.'s of- 
fices are at 326 Reisch Bldg., Spring- 
field, Ill. 


C.S.L's Third Convention Coming 
The Third Annual National Conven- 
tion of the Construction Specifica- 
tions Institute is to be held in Chi- 
cago, May 4 through May 6, at the 
Palmer House. The convention chair- 
man is Warren R. Richardson, presi- 
dent of the Chicago Chapter. 

The winning specifications result- 
ing from a Specifications Competi- 
tion will be displayed. Active and as- 
sociate C.S.I. members were eligible 
to submit entries, which were to be 
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From the Heritage of HOLOPHANE Crattsmanship.. 


Two Totally New Concepts... 
2-Foot-Wide Installation... 


HOLOFLUX recessed units, with many functional advance- 
ments, are available in 2 major styles. One employs a lumi- 
nous prismatic border (as shown) for ceiling illumination. The 
other features flat CONTROLENS for unbroken ceiling sur- 
faces... Basic units, in 4-foot lengths (2 or 4 lamps per 
section) are made for single or continuous run applications. 


P Lr 1! 


HOLOPHANE COMPANY, INC. A 


| 342 Madison Ave., New York 17, N. Y. - 2 2l 

1 We'd like to learn more about your l Exceptional Versatility... 

l HOLOFLUX 6400 SERIES. Please send instal- | ^ e 8 

l ration and engineering data, without obli- I Wide Range of Applications 

I 9 1 HOLOFLUX satisfies the increasing demand for highly efficient, prismatically con- 
INDIVIDUAL trolled, recessed lighting. Its distinctively simple, streamlined design integrates with 
| ORGANIZATION 1 a wide variety of contemporary interiors: stores, offices, showrooms, banks, public 
١ 1 buildings, waiting rooms, sales offices, airport public areas, institutions. Recom- 
1 STREET I mended for today’s low-ceiling installations. 

[| 1 


CITY ZONE STATE 
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A Most Important ADVANCE in Recessed LIGHTING... 


Here's the Future of Lighting — 


Ready NOW...for Today's Interiors... 


All the specialized skills and experience accumulated by HOLOPHANE through 61 years of 
lighting leadership have contributed to the development of this latest achievement—the new 
HOLOFLUX* family of luminaires... Unique illuminating advantages, never before available, 
are made possible by the PRISMALUME* (acrylic plastic) CONTROLENS*. These lenses are 
crystal clear, light in weight, shatter-resistant, and free from discoloration. They are molded 
to provide prismatic patterns that assure highest efficiency, lowest brightness, upward (ceiling) 
light... HOLOFLUX mechanical features: very shallow fixture; easy installation; great 
rigidity for continuous runs (no visible metal); positive action door; economical maintenance. 


HOLOPHANE COMPANY, INC. 
Lighting Authorities Since 1898 

bela pei 342 Madison Ave., New York 17, N. Y. 

THE HOLOPHANE CO., LTD., 418 KIPLING AVE. SO., TORONTO 18, ONT. 


*Trade Marks 


For all types of ceilings: 
Holoflux units are engineered for 
easy installation in all modern 
forms of ceilings, including the in- 
verted "T", "Z^ and “H” spline; 
also in the ordinary and acoustical 
plastic ceilings. 


Meetings and Miscellany 


received by March 30. Full sets of 
specifications in any one of five divi- 
sions are to be judged by two archi- 
tects, two engineers, two contractors, 
and two specifiers. 


Lighting Levels to be Discussed 
The new Illuminating Engineering 
Society-recommended levels of light- 
ing for buildings will be the subject 
of a conference to be conducted by 
the Building Research Institute in 
Cleveland, May 20-21, at the Statler- 
Hilton Hotel. Architects, engineers, 
contractors, building products man- 
ufacturers, and others concerned will 
study the I.E.S. recommendations in 
terms of cost, noise and heat control, 
architectural design, and electrical 
system engineering. 

The meeting will give a preview of 
the recommendations, as the complete 
report on the studies conducted for 
I.E.S. at the University of Michigan 
is not to be published until June. 
Richard H. Blackwell, head of the 
University of Michigan research 
group, and C. L. Crouch, technical 
director of I.E.S., will open the pro- 
gram. There also will be a demonstra- 
tion of new illumination levels and 
design trends at the Nela Park Lab- 
oratories of the General Electric 
Company. Murray L. Quin of Day- 
brite Lighting, Inc., is chairman of 
the first day’s program; Robert E. 
Fischer, associate editor (engineer- 
ing) of ARCHITECTURAL RECORD, of 
the second day’s program. 


Eduardo F. Catalano, professor of architec- 
ture at M.I.T. (far right), explains an ex- 
ample of his hyperbolic paraboloid construc- 
tion to five of 13 Chilean students who re- 
cently made a six-week tour of the eastern 
U.S., including two weeks at M.I.T's School 
of Architecture and Planning. The students, 
chosen for architectural ability and leader- 
ship from three Chilean universities, made 
the trip under M.I.T. guidance, sponsored 
by the State Department as part of the In- 
ternational Educational Exchange  Pro- 
gram; they were accompanied by three 
Chilean professors. Marvin E. Goody and 
Bernard P. Spring, M. I. T. assistant pro- 
fessors of architecture, were guides during 
the tour. The students shown are (left to 
right) Francisco Schlotfeldt, Roger Mag- 
dahl, Lautaro Moraleda, Carlos Barroilhet, 
Walter Malsch 


Rome Prize Fellowships Awarded 
Michael Rapuano, president of the 
American Academy in Rome, an- 
nounced last month the award of 12 
Rome Prize Fellowships for one year 
each, beginning next October 1. The 
fellowships carry $3000 each and free 
residence and studio at the Academy. 

The two fellowships in architec- 
ture were awarded to: Theodore John 
Musho, University of Cincinnati, B.S. 
in Arch., '58, now studying for a mas- 
ter's degree in architecture at M.I.T.; 
John Jay Stonehill, Dartmouth, A.B., 
'55, now studying for a B.Arch. de- 
gree at Yale. 


Milwaukee Architecture Exhibit 
An architectural exhibition, “Archi- 
tecture: Man's Space," is scheduled 
to open in Milwaukee on April 9 and 
run through May 17. The exhibit has 
been prepared by and is jointly spon- 
sored by the Wisconsin Chapter, 
American Institute of Architects, 
and the Milwaukee Art Center. It will 
be held in the Art Center in the new 
Milwaukee County War Memorial 
Building (Eero Saarinen, architect). 
The exhibit is intended to portray 
"the reality of great contemporary 
architecture as space and sequence of 
spaces that enhance the spirit and 
artfully shelter man and his activi- 
ties." Basic space concepts through- 
out architectural history will also be 
shown as background. Among the ar- 
chitects whose work will be represent- 
ed are Le Corbusier, Saarinen, Yam- 
asaki, Kahn, Stone, Wright, Mies. 
The exhibit is expected to be cir- 
culated after it ends in Milwaukee, 
starting in other Wisconsin cities. 


Whiffen Wins S.A.H. Book Award 
The 1958 Book Award of the Society 
of Architectural Historians went to 
Marcus Whiffen for The Public 
Buildings of Williamsburg, Colonial 
Capital of Virginia (published by 
Colonial Williamsburg; distributed 
by Henry Holt & Co.). 

Mr. Whiffen, formerly an assistant 
editor of Architectural Review, has 
been architectural historian at Co- 
lonial Williamsburg since 1954. 


A.LA. Chapter Giving New Award 
The  Buffalo-Western New York 
Chapter, American Institute of Ar- 
chitects, has undertaken the annual 
grant of a $1000 scholarship award, 
starting this spring. The award, for 
post-graduate study, is sponsored by 
Anchor Concrete Products. The re- 
cipient is to be determined by the 
chapter's scholarship committee each 
year. Prospective applicants may ap- 
ply for requirements to Thomas Jus- 
tin Imbs, A.I.A., 225 Delaware Ave., 
Buffalo 2. 


It isn't every day that 220 visitors from 
a foreign city arrive together for a visit 
to this country. But such a group from 
the Milan Association of Architects recently 
was here for a whirlwind tour. The tour, 
which centered around New York, was or- 
ganized and led by Gio Ponti, architect, 
designer, and editor of Domus. Shown here, 
some snapshots of a busy week. Top: At a 
reception given by Dr. Filippo Donini, 
director of the Italian Institute of Culture: 
Ponti; Dr. Donini; and L. Bancel LaFarge, 
president of the New York Chapter, A.I.A. 
Second cut: Among those who enjoyed 
chatting with the Italians in various lang- 
uages were Mrs. Edward D. Stone; Mr. 
Stone; Morris Ketchum, Jr., president of the 
Architectural League; and Emerson Goble, 
editor, ARCHITECTURAL RECORD. Third cut: 
There was one day-long bus tour which 
started in New Haven, where Paul Rudolph 
was host during a tour of the Yale campus 
and the city. In Mr. Rudolph's studio, mak- 
ing use of the *conversation well": Richard 
Foster; Philip Johnson; Ponti; Mr. Ru- 
dolph; and Jeanne Davern, assistant to the 
editor, ARCHITECTURAL RECORD. Fourth cut: 
Again in Mr. Rudolph's studio, an absorbed 
group of Italians in the background, and 
in the left foreground, Raffaela Crespi, 
secretary of the Milan Association of Ar- 
chitects, and Gino Pollini, one of the archi- 
tects. Later that day, the group was received 
—in their own houses in New Canaan— 
by Marcel Breuer, Philip Johnson, and Eliot 
Noyes 
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for really 


` construction 


Not just another heavy-duty bored 
lock... but an entirely new concept 
from Sargent. Exclusive “T” Zone 
construction for greater strength 
and security. Self-supporting for 
standard hollow metal door cutouts. 
Reverses completely without 
disassembly. Styled in the same 
high fashion designs of the 
IntegraLock line in a variety of 
knobs, escutcheons, finishes. 
Planning something really new? 
Call your Sargent supplier or write: 
Sargent & Company, New Haven 9, 
Connecticut. 


"T" Zone (torque 
zone) Toughness. 
One-piece aligning 
tube and latch tube 
interlock, form 
rugged bend-proof, 
torque-resistant “T” 
in critical twist area. 


Tyler Design (YM)— 
now available in the 
MagnaLock line of 
161series heavy-duty 
bored locks. 


The Record. Reports 


Proposals for Revised New York 
Zoning Would Affect Design 
A proposed new zoning resolution 
for New York, recently made public, 
would substitute for the present com- 
plicated, much-amended regulations 
dating from 1916 a simplified set of 
rules intended to make possible more 
architectural variety, less crowding 
of people and automobiles, and more 
logical land use. 

The resolution and detailed expla- 
nations are contained in a 376-page 
report prepared for the City Plan- 


Floor Area Ratios are the same for both 
| blocks, but Open Space Ratio for left block 
is much higher 


FYRATE MEANS EXTRA PROTECTION... 
| ning Commission (James Felt, chair- 
A TWO HOUR FI FIRE- RATED CEILING" | Smith (now Voorhees Walker Smith 


Smith & Haines), New York archi- 
tects who were special consultants 
on the revision. Perry Coke Smith 
was the senior partner in charge of 
the zoning project, Ralph Walker 
participated, and Jack C. Smith was 
technical director. 

Commenting on the new zoning 
resolution, L. Bancel LaFarge, presi- 
dent of the New York Chapter, Amer- 
ican Institute of Architects, said: 
“Notably, the resolution would en- 
able architects to design with much 
greater freedom and effect, for it 
would not practically impose, as 
present regulations do, a ‘wedding- 
cake’ design as a way of getting 
maximum bulk in areas such as cen- 
tral Manhattan. Under the proposed 
new zoning regulations, the shape 


continued on page 86 


f hou fire prote tion with "A i 
ically supported acoustical tile ceilings. | 


) p “The complete assembly provides, in addition | A 
| ^to two-hour fire-rated protection, thermal insulation 
with vapor barrier and exceptionally high 

acoustical properties and low sound transmission. LA 


Y ` ® LIGHT WEIGHT — less than Hike lbs. per rio foot 
. COMPLETE ACCESSIBILITY. 


Y ec H *» ACCURATE — makes a true an eee! us 
vi *Tested and approved by Underwriters’ Laboratories à h 
For con plete specifications and data mail attached coup 
-— oe ee ee — — — نے سے‎ HT P s —À € — —— RE 


FYRATE, Inc. Please send me complete specifica- 
ti 


ions and technical data on Fyrate. 


FYRATE, Inc. 


1932 N. 15th Avenue 
Melrose Park, Illinois, or 


[ 
[ 
l 
FYRATE, Inc.of Alabama | "^"^ 
l 
| 
| 
| 
L] 


1909 First Avenue S. COMPANY. 
Birmingham 3, Alabama, or 


American Rock Wool Corp. 
20 North Wacker Drive 
Chicago, Illinois 


h: Height of sky exposure plane above street 
line; s: Initial setback distance; a: Angle of 
slope of sky exposure plane over zoning lot 
measured down from the vertical; *: Sky 
exposure plane 
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The President's Dining Room, Marine Trust Company, Buffalo, N. Y., paneled in Weldwood 
Algoma Grade Architectural Butternut. Architects: James, Meadows, and Howard, Buffalo, N. Y. 


Butternut paneling—one of over 70 mood-setting woods by Weldwood 


The unique beauty of real wood paneling by Weldwood, as 
exemplified by this handsome butternut, offers you design 
possibilities without limit. The rich dignity of imported 
mahoganies or American walnut, the warmth of cherry, the 
modern appeal of blond woods like Korina® and birch are 
but a few of the woods available for the individual mood you 
wish to create. Each comes in superbly cut and matched panels 
of subdued or accentuated grain patterns that lend personal 
character to a room. 

Of equal importance to your client is the virtual absence of 
any maintenance cost. Never again need a wall be replastered, 
repainted or repapered once it is covered with one of the more 


WELDWOOD' Wood Paneling كفك‎ 


Product of UNITED STATES PLYWOOD CORPORATION 
In Canada: Weldwood Plywood, Ltd. 


than 70 woods by Weldwood—each guaranteed for the build- 
ing’s life. See Weldwood paneling at any of 117 Weldwood 
branch showrooms in the United States and Canada. New 
York showroom: 55 West 44th Street. 


United States Plywood Corporation 

55 West 44th Street, New York 36, N. Y. 
Please send me, at no obligation, a free copy of “Functional 
Beauty For Business and Institutional Interiors,” which has 
28 pages of idea photographs showing Weldwood paneling in 
offices, stores, and institutions. 


and the form of the building would 
be the result of the architect's fin- 
est design judgment." 

To summarize some of the archi- 
tectural highlights: A new zoning 
map of the city divides the land into 
47 types of residence, commercial, 
and manufacturing districts, taking 
into account present use and desir- 
able future use. For each district 
relatively simple formulas and refer- 
ence charts control density, building 
bulk, and open space (also parking 


and loading facilities). The key for- 
mulas are: 

Floor Area Ratio: Floor space 
multiplied by 100 and divided by lot 
area. This is directed against exces- 
sive bulk. Open Space Ratio: Open 
space multiplied by 100 and divided 
by floor area. This new regulation, 
for residence districts, is intended to 
insure enough light and air. Sky Ex- 
posure Plane and Alternate Sky Ex- 
posure Plane: These provisions (il- 
lustrated) are simplified formulas to 


union between | 
clay tiles 


320,000 sq. ft. East Ohio Building 
Cleveland, Ohio . Emery Roth & Sons, Architects 
Tishman Realty & Construction Co., General Contractors 


REVOLUTIONARY NEW ADHESIVE MORTAR 
REDUCES MATERIAL AND LABOR COSTS 
... CUTS WALL WEIGHT UP TO 60%! | 


Tile-Mate* is a self-curing, thin-bed mortar adhesive which permits instal- 


Applied over dry wall board, foam styrene, concrete block or any masonry 
surface, it eliminates expensive metal lath, provides greater shear and 


lation of ceramic tile or glass mosaics directly on dry back-up materials. 
| 
| 


bonding strength than other mortars, in a bed only 3/32" to 1/8" thick. 
Tile-Mate mixes with water at the job site. Tile is set and grouted dry. | 
Non-combustible, non-toxic, frost-proof. Use indoors or outdoors IIH | 


. . . for swimming pools, too. Write for catalog. 
* Mf'd. under license issued by The Tile Council of America. 


THE UPCO CO. 


4805 LEXINGTON AVENUE e CLEVELAND 3, OHIO | 
Manufacturers of Hydroment Joint Filler 


or write for copy 


13c/ Upe 


The Record Reports 


Left to right: 1. Open area at ground level 
permitting higher rise before initial setback, 
with tower above; 2. Maximum bulk up to 
required initial setback, with tower above; 
3. Maximum bulk using proposed standard 
envelope, with no bonuses 


give more light and air and to allow 
more flexible design, using, respec- 
tively, setbacks or a deeper front 
open area. Tower Regulations: This 
third bulk device, usable alone or in 
combination with either of the oth- 
ers, allows a building to cover 40 per 
cent of its lot with no setbacks or 
angle limitation as long as the Floor 
Area Ratio is not exceeded. 

Also, bonuses are set forth in for- 
mula form that grant more floor area 
according to how much open space 
or plaza area is provided beyond the 
minimum. 


h: Height of sky exposure plane above 
street line; s: Depth of optional front open 
area; a: Angle of slope of sky exposure 
plane over zoning lot measured down from 
the vertical; *: Alternate sky exposure 
plane 

more news om page 40 


Carlisle Finishing Co. 
A Division of Cone Mills Corporation 
Greensboro, N.C. 


Beauty in the boiler room 


Here's how coal is burned the modern way 


You are looking down the firing 
aisle in the power plant of the Carlisle 
Finishing Company, Carlisle, S. C. 


Like many other firms, this plant 
uses coal for its economy and avail- 
ability. For maximum efficiency in 
steam generation, the coal is handled 
and burned by completely modern, 
automatic equipment. 


But Carlisle has gone a step fur- 
ther in burning coal the modern way. 


In keeping with its cleanliness of 
operation and pleasant atmosphere 
this plant has been painted in smart, 
cheerful colors. The result, as you can 
see, is a handsome interior reflecting 
the good taste that is prevalent 
throughout the entire operation of 
the Carlisle Finishing Co. 


Modern coal burning is not only 
an efficient process . . . it can be 
good-looking, too. 


BITUMINOUS COAL INSTITUTE 


Dept. AR-04, Southern Building, Washington 5, D. C. 
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At 


YOURS FREE! 


This new authoritative 8-page 
booklet shows and tells you all 
about the use and application of 
color in the manufacture of con- 
crete building products. Published 
as a service by C. K. Williams & 
Co., a leading producer of iron and 
chromium oxide pigments for over 
75 years. 


A special 4-page section con- 
tains 46 actual color chips which 
show you the many colorful ef- 
fects you can obtain in finished 
concrete products through 
proper use of iron and chrom- 
ium oxide pigments as made by 
Williams. You'll also find a spe- 
cial section devoted to specific 
concrete color recommendations, 
and a section on how to deter- 
mine final color. You will come 
to depend on this booklet as a 
prime reference source for con- 
crete color information. Don't 
miss sending for your free copy. 
The supply is limited, so mail 
coupon today. 


COLORS & PIGMENTS 


C. K. WILLIAMS & CO. 
640 N. 13TH STREET DEPT. 92 
EASTON, PENNSYLVANIA 


Gentlemen: 

Please send me _ copies of 
your new booklet titled “What You 
Should Know About Color in the 
Manufacture of Concrete Building 
Products." 


MY NAME 


COMPANY. 


TITLE 


ADDRESS. 


FILC TN n AND MAIL 


a eM bí am aes int c. 


The Record Reports 


Rotating Equipment Turntable 
Produces Convertible Lab 

A new device would allow a single 
school or college laboratory to serve 
several different subjects. A built- 
in, rotating turntable at each student 
station could be equipped for one 
course from the rear while in use for 
another. The unit—designed by Ora 
L. Railsback and Harold M. Skade- 
land, physies professors at the Uni- 
versity of Illinois—is shown with 
students replacing equipment, watch- 
ing it disappear, and removing new 
equipment, all in 15 seconds. 


hun 8 | 
more news on page 44 


Pees عو‎ 


WEATHER STRIPPING | 


by 


safety stripping 


تبج بياث 64 1208 


The ZERO weather stripping 
#72, with its flexible looped 
neoprene incorporates a safety 
feature. Protects fingers from 
being crushed between the 
door and jamb; or between 
pairs of doors when used as a 
meeting stile. This equipment 
is recommended for public 
buildings. 


Weather stripping for: 


doors ® lightproofing 
windows * soundproofing 
saddles * sliding doors 
saddles for floor-hinged doors 


see our 28 page catalog in Sweet's 


ARCHITECTURAL FILE 195 or write 


ZER WEATHER STRIPPING 
CO., INC. 
453 East 136th St., N. Y. 54, N. Y., LUdlow 5-3230 


Cinderella 
and the glass curtain wall 


Paints ٠ Glass - 


PITTSBURG tH 


Chemicals - 


lige 


JANGE - SECURITY BANK 


Architect: William P. Shaw, Birmingham, Ala. 
Contractor: Hallmark Construction Co., Birmingham, Ala. 
Glazed by Taylor Glass Co., Birmingham, Ala. 


Brushes - Plastics ٠ Fiber Glass 


PLATE GLASS COMPANY 


In Canada: Canadian Pittsburgh Industries Limited 


Cinderella in this true story is the old-fash- 
ioned, architecturally out-dated building, 
above. But just look at the change—at the 
beauty, style and modernity—that has been 
wrought by the magic of glass. Cinderella 
has been glamourized . . . and her life ex- 
tended indefinitely. 

Forest Green SPANDRELITE?— Pittsburgh's 
beautiful glass in color—provides the soft, 
attractive tone on the new face of the Ex- 
change-Security Bank in Birmingham, Ala- 
bama. Specifically designed for curtain-wall 
spandrels, SPANDRELITE is a heat-strength- 
ened glass with ceramic color fused to the 
back. Forest Green is only one of 18 standard 
colors and a wide range of custom colors, and 
it is available in polished or twill finishes. 'T'he 
colors retain their original brightness, impres- 
sion of depth and true shade indefinitely. 

SPANDRELITE is strong enough to withstand 
impact, and it resists weathering, corrosion 
and a wide range of temperature variations. 
It is porous and non-absorbent-a durable 
and economical investment. 

The setting for SPANDRELITE is the Prrrco* 
82-X Curtain-Wall System which has been 
thoroughly field-tested in important installa- 
tions in all sections of the country. It has 
proved to be a handsome as well as practical 
solution to the problem of glass curtain-wall 
construction. 

Without obligation to you, our Architec- 
tural Representative can supply helpful in- 
formation that can aid in solving curtain-wall 
problems. Meanwhile, we invite you to send 
for a free copy of our full-color booklet on 
curtain-wall construction. Fill in the coupon. 

Other Pittsburgh Glass Products used in 
this building: SOLEX® Heat-Absorbing Plate 
Glass; HERCULITE® Tempered Plate Glass 
Doors and Windows. 


p" — — سسب‎ € um Nm m m a مت‎ m 0 
| Pittsburgh Plate Glass Company | 
| Room 9136, 632 Fort Duquesne Blvd. ١ 
| Pittsburgh 22, Pa. | 
| Please send me your full-color booklet on | 

Pittsburgh Glass-Clad Curtain-Wall Systems 
| reprinted from Section 3E of the 1959 Sweet’s | 
| Architectural File. | 
| | 
N ie gs ae عت‎ ORE | 
| | 
| Pa a a مم‎ | 
| 

| pois HEP Te Sox OIDD ERIS NM 
| | 
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A Washington Report by Ernest Mickel 


U.S. IN MOSCOW: U.S. PREPARES EXHIBIT TO REFLECT MANY FACETS OF AMERICAN LIFE 


The American exhibition in Moscow 
this summer is being planned in such 
a way that many of the criticisms 
directed at this country's perform- 
ance at the Brussels international 
exposition last year are not expected 
to arise. At least those government 
officials charged with preparing for 
the first American exhibition of its 
sort in the Soviet Union express con- 
fidence that these pitfalls will be 
avoided. 

Censure last year seemed to center 
on the type of things displayed to il- 
lustrate American life at the Belgian 
exposition. Many said they felt the 
exhibits did not go deeply enough 
into the true expression of our day- 
to-day living. 

In any event, officials emphasize, 
expressing America’s deep-seated 
convictions and living habits to the 
world at a fair in Brussels for sev- 
eral months and spreading Amer- 
ica’s science, technology and culture 
before some four million native Sovi- 
ets in the briefer span of six weeks in 
their own capital are two different 
things planned quite differently. 


Five Themes to Play 

The basic question of shelter for 
what this country plans to do arises 
in both areas however. For Moscow, 
planners have approved the designs 
of Welton Becket of Los Angeles—a 
Kaiser aluminum geodesic dome to 
be erected by Lydick Roofing Com- 
pany of Fort Worth, Tex., and a fan- 
shaped exhibition hall. The exhibi- 
tions themselves are being designed 
by George Nelson Inc. of New York 
(see page 10). 

Several major themes have been 
developed for the Moscow exchange 
exhibit: America learns (education), 
America explores man and the uni- 
verse (science and research), Amer- 
ica creates (art), America travels, 
America plays, and American com- 
munity life. 

The Office of the American Na- 
tional Exhibition in Moscow—a co- 
operative Federal government effort 
—hopes the exhibit will prove to be 
a true “corner of America” in the 
heart of Moscow for the six-weeks 
period. 


U.S.S.R. in New York 

Target date for the opening is 
July 25. The U.S.S.R., by reciprocal 
agreement, is preparing its own ex- 
hibition to open in the Coliseum, New 
York City, June 28. That will run for 
one month. 

The State Department, Commerce 
Department, United States Informa- 
tion Agency and other Federal func- 


tions are joining hands to plan, 
transport and set up the Moscow 
show. A USIA spokesman said the 
purpose was simple: to increase un- 
derstanding in the Soviet Union of 
the American people, the land in 
which they live, and the broad range 
of American life, including Ameri- 
can science, technology and culture. 

An early announcement from the 
Office of the American National Ex- 
hibition in Moscow defines the 
method: a comprehensive exhibition, 
with the United States Government, 
American private industry and insti- 
tutions participating, to project a 
realistic image of America through 
exhibits, displays, films, publica- 
tions, fine arts, performing arts. 
How America lives, works, learns, 
produces, consumes and plays; what 
the American people are and what 
they stand for; America’s cultural 
and spiritual values; all these will be 
reflected. USIA’s director George V. 
Allen, is coordinator. 


Opening Scheduled July 25 

Site of the exhibition is a 300,000 
sq ft plot in Sokolniki Park. This is 
described as a 1500-acre wooded rec- 
reation area 15 minutes by subway 
from downtown Moscow also served 
by bus and trolley lines. Actual con- 
struction work at the Sokolniki 
Park location began about March 1 
with the schedule calling for comple- 
tion of the two principal structures 
early in June. The Soviet govern- 
ment gave the planners a priority on 
labor and no difficulty in meeting the 
July 25 opening date was anticipated. 

American design and construc- 
tion, it appeared, would be repre- 
sented to the Russian people through 
the buildings themselves, through a 
full-scale prefabricated home to be 
erected on the grounds, and through 
visual and operating aids which will 
include an architectural exhibit sim- 
ilar to that sent to Moscow several 
months ago by the American Insti- 
tute of Architects in connection with 
the U.I.A. meeting. 

Helping Russians to understand 
American home life better will be a 
number of displays ranging from 
the highly-popular garbage dispos- 
ers and dishwashers to voting ma- 
chines and all sorts of tools. 

As for the buildings themselves, 
this "corner of America" in Moscow 
is certain to make its four million or 
so visitors aware of a specific form 
of contemporary American architec- 
ture. 

The 200-ft diameter anodized alu- 
minum dome will rise 78 ft, provid- 
ing 30,000 sq ft of floor space. The 


50,000 sq ft in the separate exhibi- 
tion hall structure will be enclosed 
in glass, steel and aluminum and 
this building will rise 28 ft. Both 
buildings are to be purchased by the 
U.S.S.R. at the close of the exhibi- 
tion under terms of an agreement 
between the United States and the 
All Union Chamber of Commerce of 
the U.S.S.R. 

The OANEM explained that a 
wide range of products of American 
industry and labor would be shown 
in the “glass pavilion” along with 
book displays, radio, television, hi-fi, 
paintings and the other cultural ex- 
hibits, including that on architec- 
ture. A two-level interior modular 
steel structure will create mezzanine 
areas from which the visitor may ob- 
serve exhibits above, below and on 
the same level. 

The geodesic dome is to serve as 
an information center. Around the 
inside perimeter will be exhibits on 
science, research, education, labor, 
productivity, health and social serv- 
ices, agriculture and other aspects of 
American life. The outside perimeter 
will offer an “American gallery” with 
such figures as Abraham Lincoln, 
Mark Twain, Benjamin Franklin, 
Walt Whitman and others familiar 
to the Soviet people. 

The grounds near the pavilion 
and the dome will serve as another 
exhibition area for outdoor techno- 
logical displays, farm equipment, the 
prefabricated house, and automo- 
biles. This space also will contain a 
children’s playground. 

This solo exhibition by the United 
States will not be a trade fair in any 
sense. 

Another building was being sched- 
uled to contain the Circarama pre- 
sentation, the '*movie-in-the-round" 
which was so successful at the Brus- 
sels Fair. A small, circular structure, 
it will be designed in such a way that 
twice as many people can be handled 
for each performance as were accom- 
modated at Brussels. There, approxi- 
mately 300 moved through the build- 
ing on a continuing basis; at Mos- 
cow, the number is expected to reach 
600. The Circarama movie itself is 
being redone by Walt Disney; up- 
dated with new sequences and a Rus- 
sian soundtrack. 

How much does all this cost? With 
time too short to request a supple- 
mental 1959 appropriation, Presi- 
dent Eisenhower authorized use of 
$3.3 million in Mutual Security 
Funds and there was $300,000 avail- 
able from earlier Congressional ap- 
propriations. USIA is underwriting 
the cost of Circarama. 


pif 
TT 


أن 


ET 


0 


Fireplace of conérete slump block has raked joints for interest 


Painted, textured units in running bond, a perfect patio background 


Beautiful new forms of concrete masonry 
match America's mood for good design! 


Never before has concrete masonry offered such 
broad home design opportunities or promised such 
certain client acceptance. 

The effects possible with this material in the new- 
est modern forms are almost endless. New colors and 
textures, new sizes and shapes create a new look in 
walls—both exterior and interior. There's effective 
contrast with wood, metal or glass. 

"Today's concrete masonry expresses warmth, in- 
terest . . . it’s truly new-type living concrete! Growing 
in popularity all over the country, living concrete is 


PORTLAND CEMENT ASSOCIATION 
Dept. A4-8, 33 W. Grand Ave., Chicago 10, Illinois 


A national organization to improve and extend the uses of concrete 


proving itself ideal for homes of every architectural 
style, in every type of neighborhood. 

You'll find interesting the colorful booklet **Con- 
crete Masonry Homes for Better Living." It’s yours free 
for the asking. (U.S. and Canada only.) 


ARCHITECTURAL RECORD April 1959 47 


Washington Topics ^ by Ernest Mickel 


Decentralization Inevitable, 

Report Says: What Next? 

The final report on a full year's study 
of the problems of* metropolitan 
growth in the National Capital re- 
gion contains much to recommend it 
for reading by architects everywhere. 
Known as the Final Report of the 
Joint Committee on Washington 
Metropolitan Problems of the Con- 
gress of the United States, it has been 
submitted by committee chairman 
Senator Alan Bible of Nevada. Staff 
director is Frederick Gutheim. 

The study was described as being 
unique among metropolitan area 
studies in its combination of breadth 
of scope in the structure of regional 
government and planning, and depth 
in the selected areas of immediate ac- 
tion. The point is made that Wash- 
ington's growth pattern is not unique 
and has strong parallels with other 
metropolitan areas. 

Delving into “power and inevita- 
bility" of city decentralization, this 
report observes: “What people mean 
when they talk about decentraliza- 
tion as a threat to the central city is 
less an absolute loss than a change. 
What is left in the central city tends 
to be the poorer families, the racial 
minorities, the older government bu- 
reaus, thp small businesses, the 


specialized kinds of retail trade. 
What we find in the suburbs are 
younger families with children, new 
business, manufacturing that has 
stabilized its product and is relatively 
self-contained, shops selling con- 
venience goods. What remains is to 
put together these two complimen- 
tary parts of the metropolitan region 
in the same general plan.” 

Decentralization was looked upon 
by the committee as a response to 
the advance of transportation and 
communications technology, and to 
the growth of metropolitan areas 
generally. It will not be halted or re- 
versed, it was said, by improvements 
in the central city, changes in civil 
defense policies, or other modifica- 
tions in the conditions of metropoli- 
tan growth. 


What-Kind of Metropolis? 

Public discussion has placed too 
much emphasis on the “either-or” as- 
pect of this decentralization ques- 
tion, committee members found. 
Their report read: "It has been ar- 
gued that the future city will be ei- 
ther more decentralized, and hence 
urban decay will be hastened; or de- 
centralization will somehow be halted 
and thus the central city—its present 
character, its property and tax val- 


ues—will be saved. Rather than this 
unproductive way of looking at the 
problems created by urban change, 
consideration should be given to the 
probability that the forces now 
changing our large cities are in fact 
creating a wholly new kind of me- 
tropolis." 

And under the heading, “Conse- 
quences of doing nothing," the re- 
port stated: “In the end, all metro- 
politan interests share the same fate. 
Whether they are governmental or 
business interests, social or economic 
interests, central city or suburban in- 
terests, all are affected." 

It was suggested that the Commis- 
sion of Fine Arts, as an independent 
agency, assert greater initiative to- 
ward influence in its already-pre- 
scribed sphere. The committee com- 
plained that the Commission has not 
acted sufficiently often to call the at- 
tention of Congress to incidents of 
major importance where their ad- 
vice has been ignored by agencies 
whose statutes required they seek it. 


Urban Renewal Opportunities 

Emphasized at Congress 

The many complex problems of fi- 

nancing, land assembly and disposal, 

and construction associated with re- 
contimued on page 326 


IN THE NEWS... 


IRONBOUND* CONTINUOUS STRIP* 
HARD MAPLE FLOOR 


The Miami News has Ironbound Continuous 
Strip Hard Maple in floor areas where max 
imum durability, resiliency and the natural 
beauty which promotes good housekeeping 
are required. For name of your nearest ap- 
proved installer and for information telling 
why Ironbound is specified for many of the 
nation's finest newspapers, gymnasiums, 
auditoriums, bakeries and industrial plants, 
write Robbins Flooring Company, Reed City, 


Mich., Attn: Dept. AR-459. 


ROBBINS FLOORING COMPANY 


WORLD'S LARGEST MANUFACTURER OF HARD MAPLE FLOORING 


Arch.: Weed Russell Johnson Assoc., 5 
Miami. 28,000 sq. ft. 2” thick edge 
grain Ironbound installed by Rowell- 
Southern Flooring, Inc., Miami. 


Reed City and Ishpeming, Michigan 


*T.M. Reg. U.S. Pat. Off. 


There's an Armstrong Floor precisely right for any particular interior . . . 


AT TAKASHIMAYA DEPARTMENT STORE, NYC, 


THAT rFLoon is the Tessera Series 
ın (Armstrong VINYL CORLON 


The ordered elegance of Japanese domestic architecture is the perfect 
environment for the lacquered tables, parchment lamps, and other fur- 
nishings sold here, in the new Takashimaya department store. The 
architects used the Tessera Series in Armstrong Vinyl Corlon to adapt 
their Japanese design to the rigorous practical needs of a Manhattan 


store. 
"Tessera's" delicate mosaic pattern—composed of colored vinyl chips 


set in a bed of translucent vinyl—contrasts richly with the plain surfaces 
of other structural materials. The beige coloring suggests the tradi- 
tional tatami mats and harmonizes with the frames of the shoji. Being 
monochromatic, "Tessera" provides a unifying background for the vari- 
colored displays. 

In regard to service, "Tessera" is a heavy-duty floor comparable in 
performance to battleship linoleum that will decorate Takashimaya for 
along time. Its superior resistance to abrasion and furniture loads and 
the smooth, virtually seamless surface assure easy, economical mainte- 
nance for many years. 


Technical data on “Tessera” (for samples and complete specs, con- 
tact your Armstrong Architectural-Builder Consultant) composition: chips are tinted, 
opaque vinyl, set in a bed of translucent vinyl; surface resistance: excellent for grease, 
alkalis; very good for solvents, detergents; ease of maintenance: superior; static load 
limits: 75 psi; underfoot comfort and quiet: good; over-all thickness: .090"; wearing- 
surface thickness: .058"; available in: seven monochromatic colorings; in 6’ wide rolls; 
installed price: 75-90¢ per sq. ft. 

N.B. The exclusive, alkali-resistant Armstrong Hydrocord Back permits "Tessera" 
to be used over below-grade and on-grade subfloors, as well as above grade. “Tes- 
sera" may also be installed over lightweight aggregate concrete slabs of proper 
density. 


Armstrong Architectural Services. Armstrong is in the 
unique position of making all types of resilient floors. 
So Armstrong Architectural-Builder Consultants are 
not confined to a few specific flooring recommendations. 
They can help you specify the one floor perfectly suited 
to each interior. They can also offer you the services 
of the Armstrong Research Center and the Armstrong 
Bureau of Interior Decoration. Contact an Architec- 
tural-Builder Consultant at your Armstrong District 
Office. Or write to Armstrong Cork Company, 1604 
Rock Street, Lancaster, Pennsylvania. 


Takashimaya Inc., Fifth Avenue, NYC 
architects: Steinhardt and Thompson, NYC, associated with Junzo Yoshimura, Tokyo 
floor: the Tessera Series in Armstrong Vinyl Corlon No. 86535 


` 


Color chips are actual size in foreground. 


White line is alkali-resistant A. 


Hydrocord Back. 


ARMSTRONG FLOORS price list 


Approximate installed prices per sq. ft. 
(Over concrete, minimum area 1000 sq. ft.) 


20€ - 354 
Linoleum Tile 
Asphalt Tile 1/8" 


D, 


Asphalt un 3/16" 


3 


Linoleum . 6257 


3594 - 45e 
Linoleum Tile 
Asphalt Tile 3/16" 
(C,D) 


1 


Asphalt Tile 1/8", 3/16" 
(greaseproof) 


Linoleum .125" Battleship 
Cork Tile 3/32" 


Excelon Tile .0625” 
(Vinyl Asbestos) 


45€ - 60€ 
Vinyl Corlon .070” 
Linoleum .125” 
Cork Tile 1/8” 


Excelon Tile 1/8” 
(Vinyl Asbestos) 


60€ - 70€ 


Vinyl Corlon .070” 
(Hydrocord Back) 


Rubber Tile 1/8” 
Cork Tile 3/16” 
Linotile 1/8” 


70¢ - 90€ 


Vinyl Corlon .090” 
(Hydrocord Back) 


Rubber Tile 3/16” 


Custom Corlon Tile 
3/32", 1/8" 
(Homogeneous Vinyl) 


Cork Tile 5/16” 


90€ and over 
wee Corlon Tile 


(Homogeneous Vinyl) 
1/8” 


Custom Vinyl Cork 1/8” 


Opalesq Vinyl Tile 1/8” 
(Homogeneous Vinyl) 


rmstrong 


Construction Cost Indexes 


Presented by Clyde Shute, Director of Statistical Policy, Construction News Div., F. W. Dodge Corp., from data compiled by E. H. Boeckh & Assoc. Inc. 


Labor and Materials: U.S. average 1926-1929—100 


NEW YORK ATLANTA 
APTS., HOTELS, | COMMERCIAL AND APTS., HOTELS, | COMMERCIAL AND 
RESIDENTIAL OFFICE BLDGS. | FACTORY BLDGS. RESIDENTIAL OFFICE BLDGS. | FACTORY BLDGS. 
Brick Brick Brick Brick Brick Brick 
and and and and and and 
PERIOD Brick Frame Concrete Concrete Steel Brick Frame Concrete Concrete Steel 
° 4999 - -| MAO 1287 | 3241) 0 $| 128.00 7 1235 | OS 80.9 84.5 86.1 83.6 
1935 93.8 91.3 104.7 108.5 105.5 72.3 67.9 84.0 87.1 85.1 
1939 123.5 122.4 13077. | 3334 130.1 86.3 83.1 95.1 97.4 947 
1946 181.8 182.4 1772 179.0 174.8 148.1 149.2 136.8 136.4 135.1 
1947 219.3 222.0 207.6 207.5 203.8 180.4 184.0 158.1 157.1 158.0 
1948 250.1 251.6 239.4 - 12422 235.6 199.2 202.5 178.8 178.8 178.8 
1949 2437 240.8 242.8 246.6 240.0 189.3 189.9 180.6 180.8 177.5 
1950 256.2 254.5 249.5 251.5 248.0 194.3 196.2 185.4 183.7 185.0 
1951 273.2 271.3 2637 274.9 271.8 212.8 214.6 204.2 202.8 205.0 
1952 "12782 4 2748 | - 2719. | (2652" 2622 | W2188 — — 2210 - 212.8 210.1 214.3 
1953 281.3 2772 281.0 | 12860 2620 | 2230 2246 ` 221.3 221.8 223.0 
1954 285.0 278.2 293.0 | 13006 2984 I AAS eed - 233.5 225.2 225.4 
1955 293.1 286.0 300.0 -jaossa 13024 SS 228:1 — 229.0 231.5 231.8 
1956 310.8 302.2 320.1 i 6” 7 73245" NTT — هده‎ | -— —24Y7 . | 2444 246.4 
1957 OST | 5065 | OUND | 19452). — 7339:8 7| AMAS 9923904 | — 23487 CL ASN — AA 
| November 1958 | 3359 3215 | 3587 | 3782 3675 | 2465 2420 | 2593 | 2659 2653 
December 1958 | 3359 3215 | 3587 | 3782 3675 | 2465 2420 | 2602 | 2664 2668 
January 1959 337.8 322.5 362.3 383.1 368.8 247.7 243.2 261.8 268.4 268.3 
% increase over 1939 % increase over 1939 
January 1959 173.5 163.5 | 177.2 | 187.2 183.5 187.0 1926 | 175.3 | 175.6 183.3 
ST. LOUIS SAN FRANCISCO 
108.9 108.3 112.4 115.3 111.3 90.8 86.8 100.6 104.9 100.4 
95.1 90.1 104.1 | "HoB3- * ^ 3054 ERGO = TRS 73 BA 7 0| 1087 997 
110.2 107.0 1187 119.8 119.0 105.6 99.3 117.4 121.9 116.5 
167.1 167.4 159.1 161.1 158.1 | 1597 «1575 | 1579 | 1593 160.0 
202.4 203.8 183.9 MBAS *3840 EIssn MS | ^ 13837 | 1858 186.9 
227.9 2312 2077 $100. 72081 J| NI2]89 ° 72166— | "2083 | 2147 211.1 
221.4 220.7 212.8 2157 213.6 213.0 207.1 214.0 219.8 216.1 
232.8 230.7 221.9 "79959 «#42228 | 9-270. 2231 | 2224 | 2245 2226 
t WESS 75209 912483. |. 24385" —|"^:409' "72390 7| HO2482 | 2173404 | 2896 | 2434 7 243) 
259.1 253.2 2497 255.0 249.6 250.2 245.0 245.6 248.7 249.6 
263.4 256.4 259.0 267.0 259.2 255.2 257.2 256.6 261.0 259.7 
TRS 72602 | 398373 | 733" - "3662. | 2524) "124927 | > 2641 | 2725. 12872. 
| 2-985719] 0102934 3 72558" | - 12072209, | Bela. 2765. | 2680 * 2850 |. 2750 | 2844 "2798. 
" 334954 | || 2887 0 |2903 | *-2879 7" "| 5992: . 2933. | |279091 "2700 | 2889 | 2988 ° 2988 
292.0 2834. |1. 7729822 | 78073. 3029.7 | 28550032744: | IS lana 17.231073 
“November 1958 | 2989 2898 | 3072 | 3206 3163 | 2920 277.1 | 3151 | 3302 3250 
| December 1958 | 299.1 2900 | 3077 | 3214 3165 | 2929 2780 | 3165  |3310 3252 
January 1959 301.1 292.6 310.5 324.5 318.4 293.6 278.5 3174 332.2 325.9 
96 increase over 1939 96 increase over 1939 
January 1959 173.2 1734 | 161.6 | 170.9 167.6 178.0 180.5 | 170.3 172.5 179.7 


Cost comparisons, as percentage 
differences, for any particular type of 
construction, are possible between 
localities, or periods of time within 
the same city, by dividing the dif- 
ference between the two index num- 
bers by one of them; i.e.: 

index for city A = 110 

index for city B = 95 
(both indexes must be for the same 
type of construction). 


Then: costs in A are approximately 
16 per cent higher than in B. 


110—95 


9B — 0.158 


Conversely: costs in B are approxi- 
mately 14 per cent lower than in A. 


110—95 


Ho = 0.136 


Cost comparisons cannot be made be- 
tween different types of construction 
because the index numbers for each 
type relate to a different U. S. aver- 
age for 1926-29. 

Material prices and wage rates 
used in the current indexes make no 
allowance for payments in excess of 
published list prices, thus indexes 
reflect minimum costs and not neces- 
sarily actual costs. 
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ALBANY, zs the Capital of the great Empire State, is second only to Washington, D.C. 

as a legislative center. The roots of America are here. It is the oldest existing settlement in 

the original thirteen states and the second oldest city still operating under its original 1686 ES 

charter. In 1754, Benjamin Franklin presented the first plan of Federal Union to tbe legisla- 70 OTIS 

ture. Four former U. S. Presidents resided in Albany as governors: Martin Van Buren, Tbeo- Dap ELEVATOR 
dore Roosevelt, Grover Cleveland and Franklin D. Roosevelt. As a major transportation | COMPANY 

center for the northeast and an important overseas shipping port on tbe Hudson River, Albany s 

bas also attracted a variety of industries. Otis bas a long standing “participant's” interest in QNS do around the 
Albany's skyline growth. Over 7796 of its elevators are the world's finest. They're by OTIS. 


New Yor 


AUTOTRONIC® OR ATTEND SENGER ATORS * ESCALATORS * TRAV-O-LATORS * FREIGHT ELEVATORS * DUMBWAITERS 


ELEVATOR MODERNIZATION * MILITARY CTRONIC SYSTEMS * S & ELECTRIC TRUCKS BY BAKER INDUSTRIAL TRUCK DIVISION 
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Required Reading 


Plastic Design, Now Approved 


PLASTIC DESIGN IN STEEL. American Institute 
of Steel Construction, 101 Park Ave., New 
York 17. 94 pp., illus. $4. 


PLASTIC DESIGN OF STEEL FRAMES. By Lynn S. 
Beedle. John Wiley & Sons, 440 Fourth Ave., 
New York 16. 406 pp., illus. $13. 


BY EDWARD COHEN 
Associate, Ammann & Whitney, 
Consulting Engineers 


"Rules for Plastic Design and Fabri- 
cation" have been adopted by the 
American Institute of Steel Con- 
struction, thus making plastic de- 
sign an approved method for rigid 
frame building structures except in 
areas where further action is re- 
quired by local building code author- 
ities. The application of these recom- 
mendations to rigid frame structures 
will always result in economies in 
either required weight of steel or in 
simplified fabrication or both. Al- 
though the application of the new 
recommendations is limited to the 
design of continuous beams subject 
to normal dead and live loads (crane 
girders are excluded; bridges are not 
included) and one- and two-story 
rigid frame buildings, the designer 
of such rigid frame structures as are 
covered by the new A.LS.C. recom- 
mendations is under a strong obliga- 
tion to his clients to use the revised 
design methods and achieve maxi- 
mum economy. The use of plastic de- 
sign methods is expected to make 
welded rigid frame construction eco- 
nomically more competitive and in- 
crease its use. However, the combina- 
tion of shop welding with high 
strength bolted field connections still 
appears to be economical and gener- 
ally desirable. 

Though structures designed by the 
plastic method will not look striking- 
ly different from elastically designed 
Structures, they can generally be ex- 
pected to be more slender and to 
make greater use of uniform sec- 
tions. The recommendations require 
that structures be designed with a 
plastic strength equal to 1.85 times 
the given live load and dead load. 
When wind or earthquake forces are 
added, the required strength-load ra- 
tio is reduced to 1.40. These values 
are closely comparable to the present 
factors of safety for simple wide 
flange beams designed elastically at 
an allowable stress of 20,000 psi for 
dead and live loads and allowing a 
33% per cent increase in allowable 
stress when wind and earthquake 
forces are added. Trusses and axially 
loaded members designed elastically 
for the same allowable stresses have 
strength-load ratios about 12 per 


cent less. Elastically designed rigid 
frames, continuous beams, wide 
flange beams bending about the weak 
axis and other flexural members with 
heavy webs, solid or circular cross 
sections, often have factors of safety 
which vary considerably and are sub- 
stantially greater than that of the 
simply supported wide flange beam. 
Plastic design will eliminate this ex- 
cess and unnecessary strength with 
resultant economy. It means that 
continuous or rigid frame structures 
will no longer be stronger than sim- 
ple structures and that this reserve 
is no longer available to cover errors 
in design and fabrication. 

With plastie design particular at- 
tention must be given to end connec- 
tions and lateral bracing, since the 
adequacy of these items is indispen- 

continued on page 64 


The Architect as Practitioner 


HANDBOOK OF ARCHITECTURAL PRACTICE. Ed- 
ited by Clinton H. Cowgill, F.A.I.A. Ameri- 
can Institute of Architects, 1725 New York 
Ave., N.W., Washington 6. 516 pp. (8th rev. 
ed.). $8. 


BY DUDLEY HUNT, JR., A.LA. 


The Handbook has grown mightily 
in size and usefulness since the pub- 
lication of its first edition in 1920. 
This latest, eighth, edition contains 
about half again as many pages as 
the seventh. The new book has been 
more completely re-studied, reorgan- 
ized, and revised than any previous 
edition. The resulting volume should 
prove to be of utmost value as a text 
and reference for all concerned with 
architecture, including clients (and 
potential clients). 

The book has an improved makeup 
and should be easier to use, once one 
has become accustomed to the ab- 
sence of consecutive page numbers 
(chapters are subdivided into sec- 
tions, and these are numbered within 
themselves in a manner reminiscent 
of the decimal system of organiza- 
tion for specifications). The lack of a 
table of contents in the usual place is 
at first disconcerting, but its func- 
tion is performed admirably by a 
combined contents-edge index on the 
back flyleaf. 

The Handbook is organized into 
three major parts (Books I, II, III) 
and an appendix. Book I, “Building 
and Architecture,” is concerned with 
a general survey of architecture, le- 
gal considerations, and architect- 
owner agreements. Book II, “Office 
Procedure," deals with personnel and 
office management problems, devel- 
opment of projects, competitions, 
building finance, and the like. Book 


III, “Project Procedures," covers 
project management, schematics, 
preliminary design, working draw- 
ings and specification procedures, 
estimating, construction administra- 
tion, and so on. The Appendix, which 
constitutes more than half the book, 
contains much information of value. 
This includes reference sources, 
forms (a very complete collection of 
A.I.A. standard forms and many 
others of interest), hypothetical bal- 
ance sheets for various types of 
buildings, symbol charts, bibliog- 
raphy, etc. 

Of particular interest are the new 
materials included and the more com- . 
plete treatment of such subjects as 
partnerships, building finance, ac- 
counting, competition procedures, 
and information from the A.I.A. Sur- 
vey of Office Practice, conducted in 
1956. Also of interest is the Archi- 
tect's Project Book, shown in its en- 
tiretv, which combines the functions 
of office diary, directory of those con- 
nected with the work, chronological 
record of transactions, and financial 
statements, thus making available in 
one place a complete record of all 
transactions on a building project. 
Surely the availability of stock forms 
of this sort would be welcomed by 
many practitioners. 

The editor and his consultants 
have recognized that the Handbook, 
in the attempt to cover such a vast 
amount of material, must be 
straightforward and uniform in its 
approach and therefore must neces- 
sarily serve only as a general guide 
to principles without exhaustive 
treatment of details. Perhaps a loose- 
leaf supplement is needed to present 
new material as it appears between 
revisions of the Handbook, creative 
new approaches to practice problems, 
and out-of-the-ordinary methods of 
handling the myriad details of 20th- 
century architectural practice. 


Architects, 1740-1952 


BIOGRAPHICAL DICTIONARY OF AMERICAN AR- 
CHITECTS (DECEASED). By Henry F. Withey, 
A.I.A., and Elsie Rathburn Withey. New 
Age Publishing Co., 1542 Glendale Blvd., 
Los Angeles 26. 678 pp. $15. 


Thumbing through this compilation 
of the biographies of almost 2000 
architects of this country’s past is 
like reading the dramatis personae 
of U.S. architectural events of the 
last 200 years. Here are the old fa- 
miliar names of the early great and 
the equally familiar (and sometimes 
more easily forgotten) names of 

more recently departed figures. 
Until the American Architects Di- 
continued on page 358 


Gimbels buys a concrete curtain 
made with 
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A curtain wall of precast concrete panels lends 
an unusual faceted appearance to the exterior of 
Gimbels new suburban store in Wisconsin. The 
white concrete facing of the panels is mosaic in 
character, consisting of exposed white quartz 
aggregate and Atlas White portland cement. The 
units were easily and quickly anchored in posi- 
tion to create a beautiful facade that is perma- 
nent, weathertight and maintenance-free. 


Architects are rediscovering the economy and 
versatility of precast reinforced concrete panels 
in designing today's modern structures. Such 
panels can be designed in a variety of sizes, 


Gimbels, Mayfair Shopping Center, Wauwatosa, shapes, colors or textures to meet any specifica- 
Wisconsin: tion 

Associated Architects: Grassold-Johnson & 

DO ا‎ NAGRE, Wia, S ااا ارا‎ For more information on the use of Atlas White 
& Associates, Los Angeles, Calif. i 2 9 
Contactor. Hunzinger Construction Company, portland cement in architectural concrete, write 
Milwaukee, Wis. Universal Atlas, 100 Park Avenue, New York 
Architectural Panels: Badger Concrete Com- 2 
pany, Oshkosh, Wis. 17, N. Y. NOT 


"USS'" and "Atlas" are registered trademarks 


Universal Atlas Cement 
Division of 
United States Steel 


OFFICES: Albany» Birmingham Boston + Chicago * Dayton * Kansas City * Milwaukee * Minneapolis* New York- Philadelphia * Pittsburgh * St. Louis» Waco 
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Proved by NAHB research... 


At N.A.H.B. Research Home in Knoxville, Tenn., 
Borg-Warner’s BETOCEL Insulating Concrete is pour- 
ed in place. End result (inset) is monolithic cellular 
slab of exceptional insulating value. 


Advanced type of cellular concrete 
gives improved Insulated Slab 


Problem: Seeking new construction ideas, the 
building of two test homes was sponsored by 
the Research Institute of the National Associa- 
tion of Homebuilders. Among the primary fea- 
tures sought was a new and better material for 
poured concrete slabs. 


Solution: After a careful investigation, the slabs 
of both test homes were poured with Borg- 
Warner’s BETOCEL Cellular Insulating Concrete. 


Results: Not only were the insulating require- 
ments met and surpassed, but there were instal- 
lation savings as well. Perimeter insulation was 
eliminated . . . as was mesh in the slab itself. 
And, in the words of one test builder, “The floor 
should be extremely warm because this 4 inches 
of insulating concrete is roughly the equivalent 
of 114” of rock wool or fiber glass!” 

Results like this typify the benefits you may * controlled density 
well realize with BETOCEL Insulating Concrete. * high insulating value 
Not just in slab construction, but in roof insula- * high compressive strength 
tion and precast jobs as well does BETOCEL pay * positive resistance to fire 
off. Get full details now. Start by sending for and moisture 
a complete report on the research project above. * low installed cost 


Quickly, easily installed. The wet 
BETOCEL mix has consistency 
of thick malted milk. On instal- 
lation, it sets up to form a 
unique cellular structure pro- 
viding all these advantages: 


DISTRIBUTORS WANTED 


Some choice territories still available. Inquire today. 


E ETOCEL REFLECTAL CORPORATION 


A subsidiary of Borg-Warner Corp. 
200 S. Michigan Ave. Dept. B-66 
CELLULAR INSULATING CONCRETE 


Chicago 4, III. 


Please send me: 


| 
١ D case study above 
| 


Company 


O complete A.1.A. File 
[] BETOCEL sample 


Address 


MEM. 70x 1 
| 


Required Reading 


Steel . . . cont. from page 60 


sable to the strength of the overall 
structure. This is reflected in the rule 
that the plastic strength of welds, 
rivets, and bolts is taken at 1.65 times 
the allowable stresses for elastic de- 
sign, thus reducing the design 
strength of these items relative to 
flexural members by about 14 per 
cent. 

A new and important requirement 
for fabrication seeks to avoid any 
possibility of brittle type failures. 
The recommendations specify that in 
the regions of the plastic hinges 
sheared edges are to be avoided or 
shall be finished smooth and holes 
are to be subpunched and then drilled 
or reamed to full size such as are 
found in multi-story buildings. Heav- 
ily loaded columns are excluded from 
these recommendations. However, 
the strength calculation of beam-col- 
umns with axial loads less than 60 
per cent of the yield load has been 
put on a much more rational basis, 
with due consideration being given 
to the end conditions. In certain cases 
the new rules allow axial compressive 
loads up to 15 per cent of the axial 
yield strength without any reduction 
in the available moment capacity. 

Although it may not be immedi- 
ately apparent to him, the use of plas- 
tic design will generally simplify the 
designer’s work. Fundamentally, 
plastic analysis of frames is a sim- 
pler operation than elastic analysis. 
the difference being most apparent 
when tables and charts are not avail- 
able. In addition, the final results are 
not affected by temperature stresses 
or settlements except under unusual 
conditions. In many cases the num- 
ber of alternate loading conditions 
required for design may be reduced. 

The plastic design manual con- 
tains, in addition to the two-page 
“Rules,” extensive explanations, nu- 
merical design examples, charts, and 
tables to assist the designer. AI- 
though the manual includes all the 
information necessary for standard 
desiens, most engineers not fully ac- 
quainted with this new concept of 
design will find it desirable to refer 
to a more detailed text on plastic de- 
sign which provides more back- 
ground information to aid in obtain- 
ing a better understanding of the 
method and in dealing with non- 
typical situations. 

Such a book is the one by Profes- 
sor Beedle, an excellent text in ac- 
cordance with the new  A.LS.C. 
"Rules" which should be carefully 
read by an engineer planning to en- 
ter upon a plastic frame design. 

continued om page 358 
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Architects Collaborative 
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The commission to design the new University of Baghdad has 
offered the unique opportunity to plan a total University for 
12,000 students as a consistent entity in both its physical plant 
on new land as well as its philosophy of education. The educa- 
tional advisers were Professor Cyril G. Sargent, Harvard Uni- 
versity; Mr. Donald P. Mitchell, formerly of Harvard Univer- 
sity; and Professor Keyes Metcalf, Emeritus, Harvard College, 
Widener Library. 

Partieular stress has been laid throughout this study on the 
greatest possible flexibility of the organizational system as well 
as of the physical plant itself. For the basic concept has been 
the balance of unity and diversity, of integration and differentia- 
tion in order to provide for the students the intellectual and emo- 
tional experience from both East and West. 

The identity of the various Colleges which have been devel- 
oped in the past has been retained by establishing for each of 
them separate permanent headquarters and teachers' offices. 
The distribution and use of instructional spaces however—class 
rooms, laboratories and library facilities—will be scheduled flex- 
ibly by the central University administration according to the 
varying needs of the entire University. 

Site 

Beside the Tigris shore line, several rows of irregularly zigzag- 
ging dikes—about 10 feet high—offer a significant feature of 
the otherwise completely flat site. They run into a series of ter- 
races around the main plaza, providing views of the surround- 
ing buildings from different levels. All the teaching and adminis- 
trative facilities are placed around this central plaza. 

Climate 

A major problem is to counteract the excessive heat from May 
to September, often considerably higher than our blood tempera- 
ture. Not only are all the buildings air conditioned throughout 
(Jaros, Baum and Bolles, New York, Consulting Engineers), 
but they are put close enough to overshadow each other, provid- 
ing simultaneously a reduction in temperature as well as short 
horizontal lines of communication. They are all placed around 
patios of various sizes which are filled with plants, water basins 
and fountains. The roof surfaces are cooled by sprinklers. 
Materials, Building Techniques and Architecture 

Sand, cement and bricks are locally available and inexpensive. 
Structural parts—foundations, columns, floors and roofs—will 
be of reinforced concrete, walls of bricks or cinder blocks. Some 
shell constructions—vaults and domes—will give dramatic ac- 
cents in the silhouette. All exterior surfaces throughout will be 
painted white, only here and there interrupted by glazed tile 
walls in strong solid coloration to give direction and orientation. 
Cantilevered roofs—and floor slabs—and vertical screens of 
bricks or concrete frames give shade to the exterior walls. 

The interrelationship of the individual buildings and the land- 
scaped open spaces with their water fountains between them, as 
well as the shadow effects from the strong sunlight obtained by 
cantilevers and undercuts, will cause a significant rhythm. This 
rhythm tends to express the meaning of Universitas, which is 
“wholeness,” offering the creative setting for a full, well-inte- 
grated life of the students. 

The scheme has been accepted by the Ministry of Develop- 
ment in Baghdad with some additions and changes. The Prime 
Minister of Iraq has given priority for execution of the project. 

WALTER GROPIUS 


tac: University of Baghdad. Walter Gropius, Robert S. McMillan, H. Morse Payne Jr. in charge 


Jean B. Fletcher 
Norman Fletcher 
Walter Gropius 
John C. Harkness 
Sarah P. Harkness 
Robert S. McMillan 
Louis A. McMillen 
Benjamin Thompson 


Richard Brooker 
Herbert Gallagher 
Witold v. Henneberg 
H. Morse Payne Jr. 


3. 


The three building groups above which typify 
TAC planning can be considered prototypes of 
the Baghdad scheme. In each, the building 
elements are related to each other asymmetri- 
cally in a way which creates great spatial va- 
riety and complexity. 1. Harvard Graduate 
Center, Cambridge, Mass. 2. School designed 
for Collier's magazine. 3. Hua Tung University 
Project for Shanghai, China 


The site on the shore of the Tigris River is flat except for 
existing 10-ft high dikes indicated on plan by heavy irregular 
lines. These contribute a change of level within the campus. 
Two large groves of palm and fruit trees (not shown) de- 
termined the location of the central building complex. 1. Cam- 
pus Center 2, Teaching Space 3. Student Residential Groups 
4. Individual Housing 5. Sport Facilities 6. Elementary School 
7. Infirmary 8. Service Facilities 9. Entry 10. Shopping Center 


Permanent headquarters of the various colleges and of the 
departments within them are indicated by numbered circles. 
Colleges are not separate building entities, however, with 
their own classrooms, laboratories and library facilities. These 
spaces will be part of the university proper and will be sched- 
uled for use in relation to the expanding or contracting needs 
of each college or department. Headquarters of the depart- 
ments within the College of Arts and Sciences are indicated 
on the plan as follows: 1. Mathematics, Astronomy 2. Physics 
3. Chemistry 4. History, Archaeology, Geography 5. An- 
thropology 6. Psychology 9. Languages 11. Philosophy, So- 
ciology 13. Biology, Botany 14. Geology. Headquarters of 
Colleges with a less complex departmental structure appear 
on the plan as follows: 7. College of Education 8. College of 
Engineering, Planning and Architecture 10. College of Law 
12. College of Business and Economics 
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Plaza: Mosque in distance, Auditorium at right 


Typical dormitories. Note that close spacing of buildings and overhangs provide shade 
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Fred Stone Inc. 


Schools 


TAC: 


2. William F. Pollard 


Junior High 


LOCATION: Needham, Massachusetts 
PARTNER IN CHARGE: John C. Harkness 
CONTRACTORS: Ciaba and Co., Inc. 
MECHANICAL ENGINEERS: 

Thomas Worcester Corp. 

STRUCTURAL ENGINEER: Edward K. Trew 
LANDSCAPE ARCHITECTS: Moriece and Gary 
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Perhaps the most difficult problem in designing schools to-day 
is that of scale. Rapidly increasing enrollments are not only 
making us build bigger and bigger schools, but there is a danger 
that standardization can become monotony. Education for our 
children is too important to be ground out on a mass produced 
basis. It must be a creative, individual experience. 

Although the William F. Pollard Junior High is a large sec- 
ondary school, we have tried to keep the scale from becoming 
overpowering. This has been done by articulating the exterior 
space, and reinforcing this with the handling of roof forms. We 
were fortunate to have a site which was rich in trees and land 
forms which became vital design considerations. 

The interior classroom section is broken into a series of cul- 
de-sae areas which allows for a variety of room sizes and special 
arrangements, and gets away from the “cells and bells" treat- 
ment strung on a long corridor. 

If we as architects can help give our children, particularly at 
the critical junior high age, a feeling that they are being treated 
as individuals, we will have made an important contribution. 

JOHN C. HARKNESS 
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LOCATION: Littleton, Massachusetts 
PARTNER IN CHARGE: Louis A. McMillen 
MECHANICAL ENGINEERS: Fred Dubin and 

Associates 

STRUCTURAL ENGINEERS: Le Messurier and 
Associates 

CONTRACTOR: Tornabene Bros. Inc. 
LANDSCAPE ARCHITECTS: Moriece and Gary 


In the Littleton High School, stress has been laid on creating an 
atmosphere conducive to teaching and learning. Important ele- 
ments of this atmosphere are variety and contrast. Changing 
contrasts have been made by various uses of light such as direct 
sunlight, controlled daylight and sky lighting. Other carefully 
studied contrasts have been provided by the use of calm back- 
ground colors with stimulating areas of intense color in flat 
planes or patterns, and by creating bright communication cor- 
ridors and areas with changing vistas and interest. Success was 
due largely to the building committee who wanted an outstanding 
school from an architectural as well as an educational point of 
view. LOUIS A. McMILLEN 
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OWNER: Hansa A. G., Berlin 
LOCATION: Berlin, Germany 
PARTNER IN CHARGE: Walter Gropius 
ASSOCIATE: Norman Fletcher 
ARCHITECTURAL CONSULTANT: 

Wils Ebert, Berlin 


The building is part of a large development of a bombed-out 
area—the Hansa District in the center of Berlin, Germany. 
The apartment block has been designed for the middle-income 
class—sixty-four three-bedroom units and two larger penthouse 
apartments. By slightly curving the south elevation, the build- 
ing makes an inviting gesture. Three different textures of white 
—smooth white stucco against rough white stucco, and white 
enameled baleony railings combined with the sky-blue soffits of 
the balconies give a serene impression. Part of the first floor is 
open for children’s play. 

The structure is a reinforced concrete skeleton with wall fill- 
ings of blocks made from bomb rubble. The foundations stand 
on a bed of sand ten feet thick for better load distribution on 
rather porous soil. 

The plan of the apartments has deliberately not been made an 
open one, but each room is separately accessible from a hall. 
Since the apartments are to be rented by families of varying 
sizes and habits, this type of plan is more flexible than an open 
one, giving greater privacy to the individual of any age. It adapts 
better to the varying stages of the family life—young couple, 
babies, adolescents, old couple. In some cases the living room and 
the adjacent bedroom have been separated only by a curtain or 
a folding door instead of by a wall, allowing a large space 
for social gatherings. WALTER GROPIUS 


Molitor 


owners: Mr. and Mrs. Carl Murchison 
LOCATION: Provincetown, Massachusetts 
PARTNER IN CHARGE: Robert S. McMillan 
ENGINEERS: Reardon and Turner 
CONTRACTORS: Anderson and Spinny Inc. 


INTERIOR DESIGNERS: Design Research Inc. 


The Murchison house sits on a high sand dune at the end of Cape 
Cod commanding a panoramic view of the ocean in three direc- 
tions—just about as far as you can get on the Atlantic without 
being on an island! 

The two-level house was designed for a couple with married 
children who are in the habit of having large parties for 100 
people or more. The main floor plan reflects this need by provid- 
ing a living room within a living room. The central space is de- 
signed to be psychologically separate from the total open space 
but can be completely opened up providing an expansive area for 
large gatherings. 

On the floor below are an office, guestroom, garage, storage 
room, laundry room, and mechanical equipment area. 

The exterior walls are made of glass, white plaster in panels, 
eypress and brick. Teak, walnut and birch are used extensively 
within. The house is completely air conditioned. 

In addition to standard mechanical equipment the Murchison 
house has a dumb waiter to bring supplies from the service en- 
try, radio-controlled garage doors, a hi-fi system with micro- 
phones throughout the house, a 35KV standby generator, a water 
purification system, a 500-cubic-foot cold storage room for 
clothes, an adjoining swimming pool and bath houses with their 
own toilet and laundry facilities, and an automatic underground 
lawn sprinkling system. All mechanized equipment is isolated 
from the rest of the house for sound deadening, and has flexible 
connections. The floor of the mechanical room floats free from 
the walls to prevent noise transferal. ROBERT S. McMILLAN 
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FOUR 
OFFICE 
BUILDINGS: 


FOUR 
DIFFERENT 
SCHEMES 


Now under construction 

these four office buildings— 
Crown Zellerbach and 

John Hancock in San Francisco 
Shell in Australia and 

Norton in Seattle— 

were designed in 

Skidmore, Owings &;Merrill's 
San Francisco office and 

are being carried out by them 
as principals or in 


association with other firms 


Common to all four of these multi-story office buildings are the problems 
of core location, module, structure and mechanical service, in the solu- 
tion to which lie the building’s economy—the amount and kind of usable 
area it offers, the flexibility of its office space and its functional opera- 
tion—as well as the architect’s own satisfaction in its effectiveness as a 
building. What is not common to them is the basic concept for the overall 
solution, different in each of these buildings because of individual client 
requirements. 


STRUCTURE Although three of these office towers are steel framed cur- 
tain wall buildings, each is structurally distinct in concept. Crown’s 
tower structure is a steel frame whose columns, unusually heavy on the 
lower floors to take lateral forces, are connected transversely by steel 
plate girders and longitudinally by spandrel beams. (The service core 
was designed as an essentially independent structure.) The Norton build- 
ing uses a steel frame with precast prestressed concrete beams and a 
core whose combined steel and reinforced concrete walls act as shear 
walls. Shell is fairly conventional in framing but supports its floor sys- 
tem on trusses which span from the plate girder spandrel and resists all 
wind forces by frame action. The fourth building, John Hancock, repre- 
sents an entirely different structural concept. Its exterior walls of rein- 
forced lightweight concrete are the building’s real structure. The load 
from these bearing walls is transferred through haunched arches at sec- 
ond floor level to concrete columns at the first floor level. Lateral and 
wind forces are taken by the central core’s walls. 


CORE Where to locate the building’s core—essence of its transporta- 
tion system, horizontal and vertical—is a primary decision governed 
jointly by the client’s requirements and the building’s use. Two of these 
buildings—Crown Zellerbach and Shell—were designed for single-com- 
pany use, though Crown may not initially occupy all of its space. Conse- 
quently public circulation within each floor was not a consideration. 
Crown’s core is a separate structure linked to the office tower, a solution 
which owner-occupancy and requirements for executive office space made 
feasible. Shell needed large open areas which could be used in a variety 
of ways; the solution was an interior core located on the side toward an 
adjacent company-occupied building. Both Norton and John Hancock 
were designed for rental but on different premises. In Norton, where 
space of various sizes will be rented, public circulation was a primary 
consideration answered by a corridor running lengthwise to the building. 
In John Hancock, designed for rental on either a half or a full floor basis 
(though adaptable to a smaller space breakdown), the central core 
makes for maximum use of the elevator lobby as a means of circulation, 
and permits daylight in each private office. 


MODULE Each of these buildings uses a different module, selected for 
the kind and amount of flexibility it would permit. Crown Zellerbach's 
5 ft 6 in. module was determined by the importance to the client of parti- 
tioned executive office space and pool space. In Norton and John Han- 
cock, office space—intended for rental and therefore necessarily adapta- 
ble to various tenant needs—was designed for a typical office set-up: a 
5-ft desk was the factor in selection of the 5-ft module used in these 
buildings. (John Hancock's module is actually 5 ft 1 in.; the additional 
inch makes possible the maximum floor as permitted by city code require- 
ments for free standing tower structures.) The 4 ft 7 in. Shell module, 
smallest of the four, is à multiple of the dimensions of the largest build- 
ing possible on the site and was feasible in a building where partitioned 
office space was less important than clerical pool space. 


SERVICES To accommodate Crown Zellerbach's extensive service sys- 
tem within a 4 ft 8 in. space between ceiling and floor, electrical conduits 
and air conditioning ducts are run through the steel girders. Supply and 
exhaust are provided at each light fixture. In the Shell building the small 
dimension (8 ft 1 in.) of the ceiling-to-floor space offered little room for 
ducts so they were run through the open webs of the trusses supporting 
the floor slab. Norton's 4 ft 2 in. depth required running the ducts 
through prestressed concrete beams. Services run to each module with 
supply and exhaust in the ceiling. Hancock's ducts run between floor 
beam and ceiling in a depth of 3 ft 6 in., using space between the floor 
beam T's for crossovers. Services run to every other module. 
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Module: 4 ft-7 in 
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CROWN ZELLERBACH HEADQUARTERS BUILD- SHELL HEAD OFFICE BUILDING, MELBOURNE, 
ING, SAN FRANCISCO Crown Zellerbach Corpora- AUSTRALIA The Shell Company of Australia, client; 
tion, client; Hertzka & Knowles and Skidmore, Owings Buchan, Laird & Buchan, Melbourne, and Skidmore, Ow- 
& Merrill, San Francisco, associated architects; H. J. ings & Merrill, San Francisco, associated architects; 
Brunnier, structural engineer; Haas & Haynie, contr. Lewis Construction Company, Pty. Ltd., contractor 
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NORTON BUILDING, SEATTLE Northwest Building 
Corporation, client; Bindon & Wright architects; Skid- 
more, Owings & Merrill, consulting architects; Bouillon, 
Griffith & Christofferson, mechanical engineers; Howard 
S. Wright Construction Company, contractor 


JJ————— a" 


L 


Module: 5 ft-1 in 


JOHN HANCOCK WESTERN HOME OFFICE BUILD- 
ING, SAN FRANCISCO John Hancock Mutual Life In- 
surance Company, client; Skidmore, Owings & Merrill, 
San Francisco, architects; Cahill Brothers, Inc., contrac- 
tor 
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Four Office Buildings: Four Different Schemes. UT 


- CROWN ZELLERBACH 
HEADQUARTERS 
BUILDING 
San Francisco 


Crown Zellerbach's new headquarters is 
actually two buildings linked together: a 
20-story office tower and a service core 
16 ft taller than the tower. The tower's 
glass-enveloped steel frame rests on a 
continuous reinforced concrete mat 8 ft 
thick which distributes the column loads 
over the entire area under the tower. Two 
floors needed for parking and service, 
both of which could be located under- 
ground, justified the excavation (45 ft, 
to bearing stratum) necessary for this 
foundation. The building's structure is 
essentially a rigid transverse frame of 
welded plate girders, spanning 63 ft, and 
welded plate columns, set 22 ft o.c. These 
columns are of much heavier section 
from garden level to second floor (a large 
open space with no intermediate stiffen- 
ing members) than from second floor up. 
Their exceptional weight (2500 Ib per sq 
in.) and size are due to the fact that, 
together with the transverse girders, they 
form bents designed to resist lateral 
forces for the entire office building. The 
floors are cantilevered 11 ft—half a bay 
—at each end. There are no intermediate 
interior columns so all office space is clear. 
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San Francisco's first tall curtain wall 
building is also its first office building 
on a plaza. Glass-walled lobby will look 
out on sunken garden. Curtain wall con- 
sists of heat-absorbing green glass and 
grayed  blue-green glass  spandrel 
framed in aluminum. Core building will 
be surfaced with caramel brown glass 
mosaic. Section (top, left) is through 
office tower; plan shows framing 
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SHELL 
HEAD OFFICE 
BUILDING 


Melbourne, Australia 


The Shell building's 19 stories will make it 
the second tallest building in New South 
Wales. A straightforward solution to of- 
fice tower design, it has certain unusual 
aspects: it is to be joined to an adjacent 
company-occupied building at seventh, 
eighth and ninth floors by a three-story 
bridge, and this necessitated an unusually 
thin ceiling-to-floor depth to permit align- 
ment of floors in both buildings and to ob- 
tain the maximum number of floors within 
Melbourne’s building restrictions. This 
thin section was achieved by use of precast 
concrete channel slabs spanning between 
floor beams as a base for the floor slab, and 
by supporting this floor system with an 
open steel truss through whose voids the 
ducts run. A 36 ft 8 in. column grid, the lo- 
cation of the core on the side toward the ex- 
isting building to facilitate circulation, and 
the building's height were the factors 
which determined the building’s structural 
solution. This consists of a rigid steel 
frame using 12 columns (I-sections built 
up of heavy steel plates). The module in 
this instance was a secondary design factor 
since partitions would be infrequent and 
where used would not run to the ceiling 
so that services to each module would not 
be essential. Mechanical equipment (the 
building is completely air conditioned) is 
located in the basement. 
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Commercial Photographic Co., Ltd. 


36.8" x% 36'.8" 
1 1 


sir 1 4-77 i 
| | Structural steel frame of Shell building 
| | is sheathed in aluminum; spandrels 
i j and mullions are also of aluminum. En- 
! closing walls are of heat-reducing gray 
| glass. Plan (opposite page, top) at 
; building corner shows mullions set 
on every other module; partitions can 
be set on any module, with filler panel 
to glass on modules between mullions. 
At left: section and structural plan 
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j PRECAST CONCRETE FLOOR PANS. 
SPANNING BETWEEN FLOOR BEAMS 
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NORTON 
BUILDING 
Seattle 


The 21-story Norton building is of 
particular interest not only as Seat- 
tle's first skyseraper since the late 
1920's and as this country's first 
building over six stories to use pre- 
Stressed concrete members, but be- 
cause of the way in which its struc- 
ture combines steel and reinforced 
concrete. The building's frame con- 
sists of four transverse column-gird- 
er frames, repeated for 16 floors, 
with precast prestressed concrete 
beams which span 70 ft as supports 
for the poured-in-place concrete slab 
floor. Each floor is three bays long 
by one wide (210 ft by 70 ft). Earth- 
quake forces are taken by the walls 
of the service core located at one side 
of the building. Core walls are of 
special design: the longitudinal wall, 
which takes all longitudinal] lateral 
forces, is a steel truss bent combined 
with a reinforced concrete shear 
wall; end core walls, which take all 
transverse lateral forces, combine 
reinforced concrete and rigid frame 
steel shear walls. Office space is 
column-free, an important consid- 
eration in a building designed, as 
Norton was, for 100 per cent rental. 
All air conditioning equipment (ex- 
cept cooling towers) is located in the 
basement which, because of a slop- 
ing site, is three stories above grade 
at its low side. 
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Enclosed in a curtain wall of gray heat- 
absorbing glass framed in aluminum, 
Norton building stands on a sloping 
corner site in downtown Seattle. En- 
trance to lobby level is on site's high 
side, to garage on low side. Section 
(left, top) through length of building 
and structural plan show long clear 
span on office floors. Each bay is 70 ft 
square 
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JOHN HANCOCK 
WESTERN HOME OFFICE 
BUILDING 

San Francísco 


The John Hancock building, under 
construction in San Francisco on a site 
just two blocks from Crown Zeller- 
bach's glass tower, is a reinforced con- 
erete building whose exterior walls are 
half solid, half glass—in direct contrast 
to curtain wall buildings. Loads from 
these exterior bearing walls are trans- 
ferred to the set-back columns at first 
floor level by the haunched concrete 
arches on the second floor. From this 
structural solution, strongly sculptural 
as well as architectonic, derives the 
building's unique expression. Seismic 
and wind loads from the exterior walls 
1 are distributed into the central core's 
| walls by the third floor which acts as 
i a very stiff diaphragm. Typical office 
| floors use a conventional T-beam sys- 
' tem spanning between exterior wall 
| and core. Office space is column-free. 
i The mechanical floor at the top of the 
de building has an unusual detail (see op- 


GRAY POLISHED 
PLATE GLASS 


posite page): a continuous recess 
around the building immediately under 
the parapet provides for air intake and 
exhaust and for suspension of window- 
washing equipment, with easy access 
from the mechanical floor. Essentially | 
a solution to mechanical problems, this 
s detail has architectural gains-as well: 
| Orcas ox an E the parapet, of precast concrete panels 

— ا‎ finished to match the arches below, 
| provides a positive architectural termi- 
| 


EXTERIOR ; 
LOAD-BEARING WALL 


FINISH PLASTER WALL 


nus to the building. 
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Detail at parapet shows provision in continuous recess 
for air supply and exhaust at any required point. Recess 
will be illuminated at night, circling top with light 
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5'.6" MODULE 


Crown Zellerbach Reflected Ceiling Plan 


Every module has complete service, with air supply and 
exhaust combined with lighting fixture. Above ceiling 
panel entire space between ceiling and next floor is 
used as plenum, reducing ductwork and permitting di- 
rect pickup of heat from ballast of fluorescent lights 
before it affects room load. From outside building, 
ceiling panel appears to float, suspended against dark 
painted plaster curtain recess. Partitions can be located 


-on any module. This building's generous 5 ft 6 in. 


module, providing spacious executive offices, also is 
basis for clerical pool space which was other primary 
program requirement 
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A. CURTAIN POCKET 

B. GLASS-FIBER ACOUSTIC BOARD 
C. AIR SLOTS 

D. METAL FIXTURE FRAME 


E. ALUMINUM CHANNEL 
FOR TOP OF MOVABLE PARTITION 


F. ACRYLIC-PLASTIC LIGHT DIFFUSER 
G. JOINT COVER 


THE HUMAN PROSPECT 
AND ARCHITECTURE 


By LEWIS MUMFORD * 


In dealing with the state of modern man, I wish 
to push beyond the conditions that have developed 
during the last half century; for the wars, plagues, 
brutalities, exterminations that have reduced life 
to a subhuman level are symptoms rather than 
causes. The great fact that underlies our whole life 
is that mankind is confronted today with a situa- 
tion that is unique in history: some of man's oldest 
dreams have actually come true—the dream of 
flight; the dream of instantaneous communication ; 
the dream of action at a distance—what we now 
cal remote control—and ultimately the dream of 
limitless power and limitless wealth. 

As dreams, expressed in religious myths, all these 
achievements go back to the very beginnings of civ- 
ilization, in the late Stone Age and the Bronze Age, 
some five to seven thousand years ago. With the 
first achievement of power, order, and scientific 
knowledge in the great river cultures of Babylonia 
and Egypt came the desire to expand these physical 
funetions without limit, at whatever cost to life. 
Provisionally, these civilizations endowed their gods 
with the powers their monarchs did not yet com- 
mand. Owing to the lack of technical means, the 
increase of physical power and material abundance 
served only an infinitesimal minority: the rest of 
the population remained weak and poor and igno- 
rant. They participated only vicariously in the aris- 
tocratic way of life. Lacking the bare necessities of 
food and shelter, the mass of men thought only of 
material abundance. So even now we fail to under- 
stand the biological irrationality of the enchanting 
Bronze Age dream of idle leisure and effortless 
wealth and unbridled power, achieved as if by magic. 

Today the powers that once belonged only to ab- 
solute monarchs or primordial gods have become 
universal: they are a collective possession and by 
their very nature cannot be monopolized by a group, 
a class or a nation. More than that: functions and 
power that gods once possessed only in human fan- 
tasy are now exercised by ordinary men—bureau- 
crats, soldiers, civil servants, engineers—people who 
are not conspicuously endowed with any equivalent 
magnitude of love and virtue. 

This is in fact the period of the Common Man. 


* An address to architectural students in Rome 


“The Package” 


The Common Man, though without historical in- 
sight, without special moral discipline, or sufficient- 
ly unified and comprehensive powers of thought has, 
by an almost automatic process, been endowed with 
the functions and attributes of the primitive gods. 
Possibly only those who have made a study of Baby- 
lonian or Egyptian theology will fully realize all the 
terrible possibilities implied in this situation. But 
the point I wish to make is that though many, per- 
haps most, of our contemporaries are justly proud 
of their powers of organization and their organiza- 
tion of power, they are mythically and ideologically 
still living in the extremely primitive and brutal 
world of the early Bronze Age. Their mentality is 
singularly like that of an early Pharaoh. Their con- 
ception of modern civilization is not merely limited: 
it is ideologically antiquated—indeed as deeply ar- 
chaic as the belief in the divinity of kings. 

Only the ignorant or the extremely innocent could 
mistake this transformation of modern man into a 
being endowed with godlike attributes for an alto- 
gether desirable achievement, for the history of the 
last forty years, as well as more ancient records of 
organized violence and bestiality, shows that we 
have imprudently given power and authority to the 
demonic elements in man as well as the divine. 
Actually, the result of all our brilliant achievements 
in science, technics, economic administration and 
organization are contradictory and paradoxical. In 
many departments there have been striking gains 
not merely in energy and vitality but in a higher 
sense of justice and human decency. An economy of 
abundance promises to everyone some of the leisure 
and largesse that before this only the aristocracies 
knew. Who would deny that these are great positive 
values? 

But modern man has lost the automatic discipline 
of poverty and scarcity; and as is well known in 
every biological process, too much “may be as fatal to 
life’s prosperity” as too little. It is not merely dur- 
ing economic crises that we face “starvation in the 
midst of plenty.” Already we have more power than 
we can use wisely and more scientific and technical 
knowledge than we can intelligently assimilate and 
put to good use. 

What is the result? We now have external power 
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The Human Prospect and Architecture 
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Sketches by Sol Ehrlich 


“The Pyramid" 


on a scale that exceeds our wildest dreams: but that 
is counterbalanced by an inner feeling of extreme im- 
potence, nausea, frustration, and despair. Never be- 
fore in the most dismal phases of man's development 
has there been such a universal sense of anxiety, 
such a sense of the emptiness and futility of life, of 
a general lack of meaning and purposefulness. What 
the artists today are revealing in their endless sym- 
bols of disintegration, the common man, who still 
is healthy enough to enjoy his physical liberation, 
will become aware of tomorrow. 

It is not a little strange that the artist of today, 
instead of exulting in all the possible manifestations 
of our godlike powers, can exhibit his creativeness 
only in destructive, violent, and infantile forms, 
without intellectual content or moral values, indeed 
too often demonstrating a positive love for corrup- 
tion and evil, as my countryman, Tennessee Wil- 
liams, recently was honest enough to admit in an 
interview with himself? Not a little of our modern 
art shows a kind of perverse vigor, as if it drew di- 
rectly upon primordial sources in the Id. But this 
should not conceal the fact that its meaning lies in 
its meaninglessness, its content in its lack of con- 
tents—something not to be confused with abstrac- 
tion—its only value is a denial of the possibility of 
values. If modern science and technology spring 
from the ideals of the Bronze Age, a large part of 
subjective modern art seems to go back even farther 
to a period before images or words were yet formed, 
when human feelings were inchoate and incom- 
municable. 

For a long time our surface health and energy re- 
inforced our ignorance and concealed the symptoms 
I have been trying here to bring to light. In the 
arts of construction and fabrication one must look 
behind the outward form to detect the inner weak- 
nesses: for if a building consciously expressed dis- 
integration it would not stand up; and if a motor 
car expressed disintegration it would not go. But 
even in modern architecture the symptoms are dis- 
turbing. Unhappily, when one examines modern 
building or urbanism with a critical eye, unmoved 
by current fashionplates and advertisements, one 
finds the same contrast between the outward form 
and the inward disruption. Take architecture for 
illustration. The dominant architecture of our day 
can be grouped under three heads: the Package, the 
Pyramid, and the Procrustean bed. 

The Package may be defined as an external en- 
velope, a covering of glass and steel or concrete, 
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whose form bears no functional or purposeful rela- 
tion to the object or the activities it encloses. The 
sole purpose of the package is to dazzle the specta- 
tor and to advertise and sell the product. By defini- 
tion, such a shell is most effective when it is most 
empty. For the daily functions of family life, in the 
extremes of hot and cold weather, an all-glass apart- 
ment house, the perfect package, would turn into a 
place of torture. This neglect of the human contents 
is a typical vice of our time. 

Perhaps it is no accident that the Pyramid, one 
of the most ancient of architectural perversions, is 
being revived in our time, though the new forms 
disguise its nature. Pyramid-building, whether it 
takes the form of a “‘skyscraper-a-mile-high” or a 
cantilevered foundation almost as expensive to con- 
struct as the building it supports, demands a sacri- 
fice of important human needs to empty pomp and 
vanity. Thus, according to this definition, our new 
American motor cars are pure examples of pyra- 
mid-building: and so, in even greater measure are 
our atomic and hydrogen bombs, for they are part 
of the modern cult of death and might become the 
tombs, not of a few pharaohs but of the entire hu- 
man race. 

Finally, the third point of physical over-concen- 
tration and therefore organic disintegration is the 
Procrustean bed. Our admirable and useful mechan- 
ical aids become merely procrustean when one me- 
chanical function, or one form of mechanical or- 
ganization, dominates every other activity and re- 
presses man’s own proper functions. There are many 
more ways than the Greek innkeeper knew to saw 
off human legs or stretch the human frame to fit 
an arbitrary iron bed. The danger does not come 
from the use of the machine but from the displace- 
ment of man as a responsible agent, who must con- 
trol and direct its results for human purposes. Once 
we begin to fit people to the needs of the machine 
there is no limit to the physical and mental defor- 
mation that may be practiced. In a purposeless 
world, mechanization inevitably takes command. 

Many of our contemporaries still think that the 
problems of our age can be solved by further ap- 
plications of science and technics: but this view 
shows a failure to understand the limitations of 
these disciplines, until they become a part of a much 
larger and deeper conception of life and human de- 
velopment. We deceive ourselves if we think that 
by producing more elegant packages, more preten- 
tious pyramids, and more automatic machines with 


built-in electronic brains, we are meeting the de- 
mands of modern life or expressing the ideals of 
modern culture. 

Actually, most of our favorite modern activities 
belong by direct inheritance to the Bronze Age, and 
they express the childish limitations of Bronze Age 
minds. We are in fact using the most elaborate and 
refined techniques of mathematical and physical 
science to fulfill an archaic scheme of existence. 
This scheme leaves completely out of account the 
historic perspectives of the last five thousand years, 
the cumulative moral insights of the prophetic re- 
ligions, and our ever-deepening understanding of 
the nature of life itself, which transcends all our 
ideological abstractions. Bronze Age man had 
alienated himself from the world of life by over- 
emphasizing the role of organization and external 
control. That is why he and his present-day descend- 
ants still dare to cherish such a contradictory and 
childish concept as limitless power, limitless wealth, 
or the limitless expansion of the machine in every 
direction, without having any inner principle of con- 
trol or without any purpose or goal—power for 
power's sake, motion for motion's sake, speed for 
speed's sake, and finally in our day total destruction 
and extermination for no rational purpose whatever. 

Unlike the world of atoms and stars, biological 
activities are self-directing and goal seeking. In 
man these tendencies rise into consciousness as 
ideals, projects, and plans. Once these activities re- 
lating to a possible future are neglected or re- 
pressed, life itself loses its meaning for man. The 
higher man's development the greater his need to 
re-think his past, reconstruct his present and fore- 
cast his future. To love and to create are necessities 
of human growth. 

The needs of life, then, are much more subtle and 
complex than the needs of machines, and for this 
reason a good mechanical solution to a human prob- 
lem can be only a part of an adequate organic solu- 
tion which meets the needs of life in all its dimen- 
sions. In the case of an infant, we have experimental 
evidence to show that unless a baby is loved and 
fondled it will not be adequately nourished, no mat- 
ter how much food we give it. By the same token, 
visual and aural order may be as necessary for 
health as hygiene and sanitation. The architecture, 


“The Procrustean Bed” 


the engineering, the politics or the medicine, that 
does not recognize the primacy of life, belongs to 
the barbarous Bronze Age, not to our own time and 
still less to the future. The world of machines cor- 
responds to the system of reflexes and automatic 
processes in the body. When we are properly ori- 
ented to life and reality, the higher functions of 
man, those concerned with meaning, value, and 
form, will dominate and transform all our instru- 
mental and practical activities, so that no part of 
our daily life will still be empty or insignificant. Until 
we recognize the role of these higher functions, the 
vast powers man now commands will only give 
scope to destructive impulses and acts, through 
which the forces of life seek to recapture the au- 
tonomy and freedom that have been denied them. 

Man now commands the forces of nature as never 
before; he has achieved a godlike power to under- 
stand and direct them. But all this scientific intelli- 
gence and technical facility will prove vain unless 
we understand that we must create a new race of 
Galileos and Giambattista Vicos who will help us to 
realize to the full our human potentialities and en- 
large all our specifically human capacities to feel, 
to imagine, to love and to create. Unless all our 
works are works of love—and I mean love in every 
sense, from the erotic to the divine—they are not 
yet in the realm of the human. 

Within the dimensions of this talk I can go no 
further. In a little book called “The Transforma- 
tions of Man"* I have given a more adequate pres- 
entation of these ideas. In that book I have tried 
to picture a further stage in man’s development that 
would carry forward and unify every aspect of his- 
toric experience, and transcend the limitations that 
have brought every past civilization to an end. But 
fortunately in the very act of giving this lecture I 
have illustrated my most fundamental point. For I 
have spoken to you, not as a writer, not as a phi- 
losopher or a scholar, not as a critic of architecture 
or a professor of city planning, not as one having 
professional authority or a specialist’s competence. 
On the contrary, I have addressed you as a man, as 
one who of right exercises all the biological and 
spiritual functions of man, and who therefore re- 
gards all other forms of authority as secondary and 
supernumerary. In short, I have dared to be human 
and I have appealed to you primarily as simple men 
and women. In all humility, I invite you to follow 
this example, in your thought, in your work, in your 
social and family relations. Yes: dare to be fully 
and wholly human: dare to put wisdom above 
knowledge and love above power, the imperfect but 
living whole above the perfect but lifeless part. It 
is not easy to be human; but those who have the 
courage not to surrender their humanity, tomorrow, 
under a less murky sky, may catch once more a 
glimpse of the divine. 


* World Perspectives Series. 1956. 
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A RESTFUL HOUSE FOR A RESTFUL SITE 


Simple lines and construction materials give this house a quality of Residence of 
restfulness well suited to the site, a wooded lakeside lot sloping Mr. and Mrs. Millard W. Rice 
gently downward from the street to the water's edge. Lake Bancroft 
The house is approximately square, tapered slightly to fit the build- Fairfax County, Virginia 
ing restriction lines. It is straightforward in plan, with an interior 
utility core (lighted by plastic domes) separating the bedroom and Harry E. Ormston 
living areas. The bedrooms, three steps above the rest of the house, Architect 
face a landscaped court between the house and the carport; the living- . 
dining room overlooks the lake. One end of the living area is partially Harry Davis 
enclosed by cabinets to form a study-guest room. A large screened Contractor 


porch at the opposite end is adjacent to the kitchen and can be used for 
outdoor dining. 

Interior walls are painted plaster and floors throughout are carpeted 
except in the kitchen-utility area and baths where asphalt tile is used. 
Closet walls are natural birch; built-in cabinets—all designed by the 


architect—are fir plywood and fiber board, painted. Exterior walls are 
natural redwood vertical siding. 


Covered walkway leads from carport along 
landscaped court to entrance conveniently 
placed between living and bedroom areas. 
Porch, on opposite side of house, seems small 
in photo at right, but actually is fairly large 
(see plan below). Fireplace in living room 
is effectively severe, raised above floor level, 
and framed in marble. All metal casements 
and fixed glass are set in 2 by 6 frames; roof 
is built-up with marble chip surface; heat- 
ing is hot water radiant floor panel. Car- 
port has large storage area and workshop 
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Robert C. Lautman 


CLOSE INTEGRATION OF HOUSE WITH SITE 


Residence of Mr. and Mrs. Albert Preston Moore, Greenwich, Connecticut 


Albert Preston Moore, Architect; Russell Myers, Landscape Architect 


The close integration of this house with its site is 
obvious in the photo above. The site—typical of New 
England—is undulating and heavily wooded, inter- 
spersed with streams and bare rocks. A two-level 
house was almost literally built into it, with exterior 
walls of rough stone and unfinished cypress to blend 
with the surroundings; the six-acre property was 
left in its natural state except for the conversion of 
a swamp into a pool and the necessary clearing for 
buiding site and access road. 

The two levels of the house were planned to give 
a general feeling of openness along with a definite 
zoning of activities: the upper level is for the adults, 
the lower one for the children. A deck of wood slats 
cantilevers in front of the entrance close to grade, 
giving direct access to living room, kitchen and mas- 
ter bedroom suite as well as to stairs down to the 
children's bedrooms and playroom, storage and util- 
ity rooms and wine cellar. 
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North and south walls of living room are 
sliding glass doors; east wall is 18-in.-thick 
fieldstone incorporating a large fireplace; 
floors in this area are a gray-green slate ex- 
tending into the existing rocks outside. 
Kitchen and baths on both levels form a 
central core for plumbing and mechanical 
ventilation with the upper rooms having 
skylights of plastic domes. Heating is by 
radiant panels divided into three zones— 
living room floor, second level ceiling and 
lower level floor. The kitchen is equipped 
with built-in refrigerator, freezer, ovens, 
range, dishwasher, and disposal sink. Fur- 
nishings blend Italian and Oriental, new and 
old, with designs by Gio Ponti and George 
Nakashima as well as ancient Japanese silk 
screens and Chinese wrought iron grilles. 
Walnut furniture, brown fieldstone and nat- 
ural graying cypress contrast with clear 
plate glass, white plaster, black wrought 
iron, and the aluminum window frames 


© Ezra Stoller 
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Close Integration 


of House with Site 


Pond, now pleasant part of estate, formerly 
was a swamp; it was one of few alterations 
to original site. *Floating" staircase of oak 
treads connect adults’ level with that of 
children; lower level contains three bed- 
rooms and bath, plus large playroom with 
direct access to outdoor play area. Storage 
and utility rooms are also on lower level 
along with wine cellar carved into rock 
under living area. Wood framing of roof 
and second floor are identical post and beam 
construction based on a 4!$-ft module; ex- 
terior materials—local fieldstone and nat- 
ural unfinished cypress—are used also on 
interior walls. Roof is 4-ply built-up and 
white gravel; overhangs protect all windows 
and doors from sun and weather 


OWNER: Faith United Protestant Church 


LOCATION: Park Forest, Illinois 


ARCHITECTS: Schweikher, Elting and Bennett 


STRUCTURAL ENGINEER: Frank Klein 


MECHANICAL ENGINEERS: Samuel R. Lewis and Associates 


CONTRACTOR: E. W. Sproul Construction Co. 


DESIGNER OF REREDOS SCREEN: Angelo Testa 
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SECTION 


The outward form of this church could not be more 
simple and direct. It is a box relieved by the broad 
projection of the roof and walls beyond the large 
window of the fellowship hall, and by the two-story 
entrance elements which interrupt the otherwise 
continuous surfaces on opposite sides of the build- 
ing. There is much that is complex and subtle, how- 
ever, in the use of materials and in the handling of 
light and shade in the interior. Both end walls are 
fully glazed. The walls which parallel the main axis 
are of reinforced stone concrete. The use of granite 
in varying shades of red, blue and gray in combina- 
tion with the rough concrete provides very rich ex- 
terior and interior surfaces. These walls are perfo- 
rated by narrow and deep vertical slots with clear 
glazing and have been designed to admit patterns 
of light which contrast in shape and general inten- 
sity with the more brilliant illumination admitted 
to the chancel through the circles of the reredos. 

The fellowship hall is separated from the sanctu- 
ary by a strongly conceived reinforced concrete 
structure. Its four piers define the narthex and sup- 
port a balcony which contains additional seating 
and offices. 

A Sunday school was built first on the site by the 
architects and will eventually be connected to the 
church by a covered walk. Terracing, planting and a 
bell tower will be added in the future. 
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Right: reredos screen is of laminated 
plastic wrapped around wooden ribs 
which are fastened to 3-in.-by-7-in. 
rectangular pipe columns extending 
from floor to ceiling. Circles are trans- 
lucent plastic disks in many brilliant 
colors set in a black background 


PLOT PLAN ۹ X 


Sunday School 


Faith United Protestant Church 


: 


ith United Protestant Church 


Roof is steel deck on long span joists. 
Ground slopes downward sharply where 
stairs lead to a general purpose and 
dining room in the basement. Glazing 
extends from basement floor to fellow- 
ship hall ceiling 


Entrance from narthex to sanctuary is 
at the left between balcony piers 
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NEWSPAPER PLANT AND OFFICE 


Miami Daily News, Inc., Miami, Florida 


Weed Russell Johnson Associates 
Architects-Engineers 


Jorgen & Schreffler, Structural Engineers 
Rader & Associates, Mechanical Engineers 


The Wagrer-Smith Company 
Consulting Electrical Engineers 


Bartara Dorn Associates, Interior Designers 


C. F. Wheeler, Builder, Inc., Contractors 


LI 
All Photos: Bill Hedrich, Hedrich-Blessing 


ON A RIVERSIDE 
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SECOND FLOOR PLAN 
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FIRST FLOOR PLAN‏ 
Dispatch Office 11. Press Panel Room 23. District Manager‏ .1 
Toilet 12. Receiving e 24. d Terrace‏ .2 
Receiving Lobby 25. Dining‏ .13 
Stor i :‏ .3 
Mies vip ris 14. Incinerator 26. Payroll‏ 
Lounge 15. Stock 27. Bookkeeping‏ .4 
Locker Room 16. Job Printing 28. Office‏ .5 
Electrical Shop 17. Building Maintenance 29. Credit Office‏ .6 
Machine Shop 18. Air Conditioning 30. Circulation Department‏ .7 
P Rinse 19. Kitchen 31. Meeting Room‏ .8 
du 20. Purchasing 32. Telephone Equipment‏ 
Paper Storage 21. Personnel 33. Library‏ .9 
Reel Room 22. Unassigned Area 34. Lobby‏ .10 
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35. 
36. 
37. 
38. 
39. 
40. 
41. 
42. 
43. 
44. 
45. 
46. 


25 A 
Mail Room 47. Page Office 
Press Room 48. Monotype 
Storage 49. Composition 
Bridge 50. Engraving 
Press Control 51. Studio 
Proofreading 52, Print Room 
Teletype 53. Editorial Office 
Promotion 54. Sports 
Advertising 55. Phone Room 
Dispatch 56. Wire Photo 
Art 57. Associated Press 
Amusements 58. Machine Room 


Newspaper Plant and Office 


The building provides complete facilities for the 
plant and offices of the newspaper. It is located on 
a six-acre waterfront site on the Miami River, a few 
blocks from the center of the city's business district. 
The location was chosen, not only for its natural 
beauty and ample size, but also for the relative ease 
of receiving and shipping by truck at this site. An 
added value is the future possibility of moving news- 
print by barge on the river. 

A major requirement for the building was the 
provision of approximately twice the usable space 
available in the old News Tower formerly occupied. 
This space requirement was predicated on the desire 
of the owners to have the new facilities adequate for 
the future publishing of a newspaper for a city of 
1.5 million (about twice the present population of 
Miami). 

Perhaps the most important problem which faced 
the architects was the owners' desire to have the 
building designed around an efficient production 
flow. What they wanted was a “production rhythm" 
within all operations of the paper and between the 
individual departmental operations. To achieve this, 
the primary functions were divided into three main 
types: offices, composing-stereotype area, and press- 
mail room area. Study of the production flow pro- 
ceeded for several months as a joint architect-owner 
venture, before preliminary design was undertaken. 

The flow patterns finally agreed upon and incor- 
porated into the building design are generally as 
follows: 1. Editorial copy, photographs, and other 
artwork are prepared in the editorial section and 
related areas. Advertising copy is prepared (also 
sold) in the advertising section. 2. Copy is sent via 
overhead message conveyors to the composing room. 
Text stories are set into tape and run through type- 
setting machines. Other copy is set into type in ad- 
joining areas. Photographs and artwork are etched 
into plates in the engraving section. 3. From com- 
posing and engraving, set pages are sent to stereo- 
type area, where impressions are made on fiber 
mats. Molten metal is poured on these to produce 
curved plates for the presses. 4. Finished plates are 
transferred by conveyors to the two-story press 
room for the actual printing of the newspapers. The 
automatic press units feed newsprint from the reel 
room directly below, print the papers, cut them, and 
partially assemble the pages. After use, the plates 
are sent by conveyor to a furnace located below 
stereotype area. Here they are remelted and the 
molten metal piped back to stereotype area to be 
stored in pots ready for immediate reuse. 5. From 
the presses, the finished papers are delivered by 
overhead folder conveyors to the mail room. Assem- 
bly is completed, papers are automatically tied into 
bundles, and these are dropped in chutes to the load- 
ing dock below. 


The structure of the building is reinforced concrete frame 
throughout except for the composing room area which 
has an 85-ft trussed steel roof for maximum flexibility 
of equipment layout. Office exteriors are finished with 
anodized aluminum curtain walls; production area exte- 
rior has precast concrete panels (with exposed aggre- 
gate), except large enclosed press area which is of 
brick for contrast 


Office areas are generally open and planned for flexibil- 
ity, with simple, unobtrusive materials and colors. Some 
areas have wood-paneled walls, others only metal railing 
dividers for informal separation of various spaces. The 
entire building is air conditioned, including the press 
room which has special filters to clean the ink-laden air. 
Lighting is generally incandescent except press room has 
mercury-vapor type 


ARCHITECTURAL RECORD April 1959 189 


Newspaper Plant and Office 


The Miami Daily News is an outgrowth of the Miami 
Metropolis, a weekly newspaper founded in 1896 (before 
Miami officially became a town). In 1923, James M. Cox, 
three-term governor of Ohio, acquired the paper and gave 
it the present name. At that time, he issued a statement 
of the newspaper's publishing creed: “A newspaper 
should be mindful at all times of its opportunity for 
service. It is no more infallible than man. It should be 
quiek to repair injury; it should be courageous, express 
opinions with proper respect for the views of others, and 
never permit the elements of selfish purpose, untruth, 
or injustice to pollute its facilities of information." In 
order to supply the proper physical setting for the 
achievement of the purposes he expressed, Gov. Cox built 
the News Tower on Biscayne Boulevard in Miami. Here, 
the newspaper was published until the needs for expan- 
sion and modernization of the publishing process led to 
the construction of the new riverside plant and offices. 
Under the guidance of James M. Cox, Jr., the newspaper 
continues its growth and service. Of the new building, 
the owners say: "It's the best newspaper plant in the 
world. There are bigger operations, but none better or 
more efficient" 
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Stores Are 


For Merchandising 


A store—the most commercial of commercial 
buildings—must be conceived, arranged, and 
designed to sell goods; and if it fails in this 
requirement, has no reason to exist. The fact 
that a store is built to make money in no wise 
precludes the possibility that it can also be 
well designed architecturally. Contrawise, 
one can hardly expect a perfect gem of a store 
design to entice visitors into buying merchan- 
dise on the basis of esthetic appeal alone. The 
ultimate store, as the girl who has beauty and 
brains, will combine both qualities. 

Facing these facts, the architect can benefit 
from some knowledge of the nature of retail- 
ing, and of how merchandising principles and 
practices can influence—and sometimes de- 
termine—the location and design of retail es- 
tablishments. Our study therefore features a 
nine page discussion of this interrelationship. 

A group of seven stores follows the text, and 
each of these has something to say about either 
the design or operation of stores. There is a 
department store branch with an unusual 
servicing arrangement; two handsome re- 
modeling jobs that achieve distinctive retail- 
ing atmosphere; an example of how architect 
and graphic designer can work together to sell 
goods; a proposed store in the sub-tropies with 
a precast concrete facade-screen ; and a pair of 
attractive bottle shops for the thirsty! 


JAMES S. HORNBECK 


How Merchandising Principles 


Affect Store Design And Location 
—And Vice Versa 


by William T. Snaith* 


THE NATURE OF RETAILING 

To design a store—any kind of store—one must vis- 
ualize a complex and dramatic exhibition combined 
with the most efficient and workmanlike of ware- 
houses. Add to this diverse pair the knowledge that 
from hour to hour through any typical day both ex- 
hibit and warehouse must be raided and replenished 
without any obvious public dislocation of the main 
show. Further, for every type of retail enterprise 
there is a unique, appropriate solution in building 
design, interior arrangement, and interior design. 

Retailing is a large community, and is neither 
static nor well-mannered. Within this community 
the keenest competition exists, and there are no 
rules to limit the amount of ingenuity, energy, or 
money any retailer may expend, or to govern the 
manner in which he may employ them. 

There are two extremes of retailing in this com- 
munity. First, the retailers who sell merchandise by 
projecting their own personalities; second, the re- 
tailers who, in effect, act as distributors of manu- 
facturers’ goods and personalities. This is the basic 
cleavage, and every type in between is a shading of 
one extreme or the other. The extreme example of 
the store that sells its own personality is the spe- 
cialty shop (Tiffany, Sulka). Here, fashion is sold 
with or without the maker’s label—often under the 
shop’s own label. The other extreme is the super- 
market shelf displaying dry groceries and drugs, 


*Architect Snaith is president of the Raymond Loewy Corporation, and 
qualifies—through years of study and experience—as an expert in the 
field of merchandising as it influences store design. In this capacity he 
has served as a consultant to Lord & Taylor, Stewart's, Foley's, Rich's, 
Filene's, J. L. Hudson, and many others. 


The total impression of 
fashion store: air of spa- 
ciousness; elegant fixtures; 
off-white, gold, sepia, bronze, 
sand carpet, pink marble. 
The J. W. Robinson Store, 
Beverly Hills, Cal. 


where items are selected on the basis of the manu- 
facturer’s name and reputation. Such shelves are 
simply convenient pick-up points for wanted or con- 
venience goods. Approximately 200 billion, 2 million 
dollars worth of goods are sold yearly in the United 
States. The solutions for receiving, handling, hous- 
ing, and displaying this vast quantity of merchan- 
dise cannot follow similar principles in each case; 
the character of the particular store must be a basic 
design determinant. 

Currently, the problem of store design is compli- 
cated by a very real revolution in total distribution. 
There is increasingly less distinction in merchan- 
dise itself, while the desire and means to acquire 
goods is growing. People want more of everything; 
and they want to derive status from their posses- 
sions. As retailing reaches the point where there are 
many places to buy like goods; when advertising en- 
counters increasing difficulty in conveying impres- 
sions of differences in merchandise; then the store 
itself becomes a potent factor for buying in one 
place rather than another. The skill of a designer 
is demonstrated in the successful interpretation of a 
store’s special character. It is not demonstrated in 
an esthetic architectural statement, although this 
possibility is not ruled out. 

An interesting peculiarity of current retailing: 
two kinds of stores at the extreme of selling for 
price—the supermarket and the discount house—are 
being forced to explore the potential of establishing 
personality and offering some service. Price alone 
is no longer the compelling incentive it once was; 
the competitive advantage of these stores is waning. 


Julius Shulman 


We shall discuss the effect of a building’s design 
on a retail enterprise. Briefly, these are the main 
factors involved: geographical location; use of site; 
interior relationships of operating elements; type of 
merchandise; exterior and interior atmosphere 
which projects the store’s character. For clarity, the 
subject will be confined to new buildings. Although 
modernization is a vast field, the limitations of an 
existing plant automatically control planning, and 
improvisation is employed rather than principles of 
store planning in their most ideal application. 


GEOGRAPHICAL LOCATION 

Most new retail building is suburban and of two 
kinds: branch stores in developing residential com- 
munities, or units in shopping centers. As a planning 
exercise, let us analyze the branch unit of a down- 
town department store, for in no other enterprise 
are all the design skills so rigorously demanded or 
so directly measured against profit. New downtown 
stores are rare, and their locations depend more on 
possibility than on choice. 

In order to appreciate the problem of locating a 
branch, it is necessary to understand the nature and 
strengths of a complete department store down- 
town. This powerful retailing instrument: 1, is lo- 
cated in the major traffic area; 2, is important in 
the downtown community; 3, is a place in which to 
look and learn and buy rather than one where only 
convenience goods are available; 4, offers the wid- 
est assortment of merchandise under one roof of any 
type of retailing outlet; 5, has resources and organ- 
ization that enable it to buy better than other types 
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Weitner Aerophoto Service 


Two examples of two-level parking. At top, parking 
adjacent three separate entrances; bottom, the split- 
level plan arranged so the strips in front are filled 
first, giving the center an active look. Overflow 
parking in both cases is at the rear. Top: Lord & 
Taylor, Milburn, New Jersey. Bottom: Stewart's, 
Baltimore, Md. 


Sketches to show proper interrelationship of truck- 
ing, bulk and impulse merchandise, entrances, and 
parking. The plan is for a single level arrangement; 
the section relates these elements in split-level fash- 
ion for a sloping plot or one that can be adapted to a 
two-level scheme 
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CHILDREN 3-6 


The plan for the Best & Co. store in Abington, Pa. 
(exterior, page 196) illustrates several principles 
in action. Note the sequence of merchandise (as per 
text, page 197) and the modified peripheral plan 
arrangement for the articulation of delivery, mer- 
chandise, and internal circulation 


of retail stores; 6, has prestige in name and manner 
of selling ; 7, represents community interest beyond 
the sale of goods; 8, offers service, deliveries, charge 
accounts, guarantees, returns, repairs, food, facili- 
ties, etc.; 9, arbitrates fashion, insuring taste and 
acceptance for its customers; 10, is a central base 
for marketing tests; 11, is the focal point for ad- 
vertising and public relations interpreting the 
store's special character. This is the highly devel- 
oped organism which now seeks new outlets to serve 
its customers closer to home. 

The leading department store in a given city runs 
the greatest chance of injuring its downtown busi- 
ness by branches; the second and third stores have 
less to fear. But location choice is based—emphati- 
cally—on analyzing the position of the proposed store 
and downtown store in relation to what it considers 
its total potential. There are two possible locations: 
close to the city where the branch taps existing cus- 
tomers, or further out where there are new custom- 
ers. A branch cannot go too far from the main store 
because the store's range of influence is limited by 
custom and knowledge. Records of charge accounts 
and deliveries tell a store where it is doing business. 
Branch locations are sought: 

1. In areas where people are not being served. 

2. Where defense against competition is needed. 

3. In a new area which is not being served. 

4. In a satellite town in case the store's reputation 
will be able to carry across a wide gap. Blooming- 
dale's is successful in Stamford; L. S. Ayres of 
Indianapolis does well in Lafayette; Rich's of 
Atlanta prospers in Knoxville. 

Other factors are physical. Consider accessibility. 
Although thousands of cars may pass every hour, 
high speed, limited access roads hardly provide the 
kind of traffie that will stop to shop. The rules of 
retailing never change: can customers get to the 
Store? can they stop? can they see the store? Be- 
sides accessibility, land must be available in the 
right place and priced fairly. Obviously, zoning laws 
must be favorable or changeable. 


USE OF THE SITE 

Accessibility from the road is the first factor in de- 
ciding how to use the site. Next, topography will 
influence the kind of building, the number of floors, 
the levels of parking. These will, in turn, determine 
the kinds of merchandise within the store. Contrary 
to every traditional architectural dictum that build- 
ing design is conditioned by the land, no store site 
must be able to dictate a bad positioning of the 
building. in terms of retailing. Rather, the topog- 
raphy might be changed to achieve a proper en- 
trance or to locate services to work with inside op- 
eration. If the site cannot be accommodated to store 
requirements it must be rejected, however beautiful 
for esthetic reasons. 

PARKING is a prime factor in site use. The store must 


Stores 


decide whether it is better to show extensive park- 
ing or to show the store itself. The accepted size for 
parking facilities is based on shopping population. 
We allow 4 sq ft of parking to one of store. How- 
ever, the distribution of required area into lots or 
into a front or rear plaza depends upon the impres- 
sion the store wants to convey. I like a large parking 
area less than lots distributed about the store, since 
à lot is filled only at peak hours. An empty lot gives 
a not-so-busy impression, which is not good. 
PLACEMENT OF THE BUILDING. There is no absolute 
front for a branch store. Fronts are regarded as fac- 
ing on streets, or traffic. Instead, consider a branch 
store as having two “fronts:” one that a customer 
sees in passing or arriving, the other he sees when 
he actually enters. Topography may or may not dic- 
tate the location of auxiliary services, but such serv- 
ices must back up into merchandise within the 
store. When one knows where the trucks arrive, he 
has automatically determined the location of cer- 
tain departments. These are: bulk goods (furniture, 
rugs, appliances, etc.); and fragile goods (china, 
glass, lamps, etc.) which ask for the least amount of 
handling. 

Note that the conventional ideas of locating a 
building on a site cannot always be applied to stores, 
for when the truck approach is determined, the lo- 
cation of certain merchandise also is. If, for other 
reasons, merchandise location is determined first, 
then there is an enforced location for trucking. We 
more often create sites than accommodate to them; 
not arbitrarily, but for very sound merchandising 
reasons. The designer must determine where the 
greatest number of customers will arrive, and will 
then know the level and entrance at which to place 
impulse merchandise—as we will see later. 


SPACE PLANNING 
As acutal drawing begins, two major principles are 
carried in tandem: how the building operates most 
efficiently, and how it addresses itself to the cus- 
tomer. How does a store address a customer? It con- 
veys an impression of a fashion store (Lord & Tay- 
lor), an institution (Lazarus, Columbus), or a store 
with maximum stock (Gimbels, New York). Many 
of the great department stores try to do all three, 
but a single impression usually prevails. We can ex- 
plain this only by explaining the retailer himself. 
He is an individualist; he knows how to sell (and 
does so almost automatically) in one merchandising 
category better than others, or in one price range, 
or by one promotional device. The store must ad- 
dress its particular customer, for no matter how in- 
telligent the plan, how appealing the design, this re- 
tailer will be unable to do his kind of business with- 
out his kind of store. 

Next, a store addresses itself to the customer by 
the manner in which it presents merchandise; and 
finally, by the sequence of its merchandise. 
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Above, an unfortunate (top) and improved (bottom) 
diagram-plan for the placement of entrances and 
their working relationship with internal circulation, 
as well as the size and shape of selling areas in 
conjunction with both 
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“Station selling consists of an island; customer out- 
side, salesgirl inside. Two islands mean two girls— 
or more often four, since two sides must be watched 
and served." One island performs for two in the 
sketch above 
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The three sketches above illustrate the three basic 
arrangements of service and circulation. At left, 
the sandwich scheme; center, the internal service 
core; right, the peripheral service belt with central 
customer circulation. See text at right 


A series of sketches showing exterior design develop- 
ment for Best & Co. in Abington, Pa. Early ideas of 
peaked roof and overhangs were discarded in favor 
of more economical canvas marquee shelters. Field- 
stone ties in with the domestic architecture typical 
of this predominantly residential section 


Gottscho-Schleisner 


ORDER OF MERCHANDISE. Merchandise has a descend- 
ing order of importance according to frequency of 
sale and relationship to total impression. First is 
impulse merchandise, that which is in constant de- 
mand and which attracts customers simply by visual 
or tactile contact. In a department store the items 
most frequently in demand are smallwares (gift 
items) or fashion accessories (jewelry, handbags, 
cosmetics). Next, in terms of placement, is mer- 
chandise which gives the impression the store wants 
to create. Without exception, there is a relationship 
between this and the impulse merchandise. Here are 
accessories and fashion apparel augmenting the im- 
pulse items (millinery, shoes, sportswear, others). 
In descending order is the traditional or expected 
merchandise of a department store, such as station- 
ery, men's furnishing, notions, etc. which rounds 
out the impression of a total department store. 
The retailer may want to capitalize on two impres- 
sions (fashion and institutional), and if so, he can 
create two levels, giving each floor its own character. 
(First floor fashion—Rich’s, Knoxville; institution- 
al impression—Gimbel’s first floor.) 

There is also an order of merchandise imposed by 
operation. Handling goods spells the difference be- 
tween an expensive and an inexpensive operation. 
Reducing the number of handlings increases profit. 
Most expensive to handle is bulk or fragile mer- 
chandise—a determinant in locating delivery ap- 
proaches, as mentioned earlier. 

The third decisive factor is the very nature of a 
branch store, which is 3 reduced representation of 
the downtown store. Thus, if the city store has built 
a reputation for housewares, there must be a promi- 
nent housewares department in the branch, for cus- 
tomers will expect it. There cannot be a difference 
between downtown store and branch— compression 
must not destroy essential character. Nor can the 
planner reproduce a miniature downtown store 
based on percentages, for some departments would 
be ridiculously small. Here, statistical analyses 
break down, and local demands must govern. 

11 you can't have everything: 1, cut out merchan- 

dise having low frequency of sales and low profit- 
ability; 2, cut out departments the community will 
not support, or which—for geographical reasons— 
are difficult or expensive to stock. 
SERVICES comprise: 1, stock to back up a depart- 
ment; 2, sale consummation (taking cash, writing 
charges, keeping records, packing, delivery) ; 3, ad- 
ministration; 4, sales personnel. Every store devotes 
from 25 to 40 per cent of its space, including stairs, 
boiler room, etc., to such functions. 

The size and shape of a department may reduce 
operating costs and enable the store to offer its best 
service with fewer sales persons—a major expense 
item. Station selling consists of an island ; customer 
outside, salesgirl inside. Two islands mean two girls 
—or more often four, since two sides must be 
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watched and served. If the designer wants to cut 
personnel by eliminating islands, then he must note 
that over-elongated shapes, or those that turn (mak- 
ing it optically impossible for a single person to con- 
trolan area) are undesirable. 

CIRCULATION of two types, horizontal and vertical, 
must perform for both service and customer. 
Though one elevator penthouse for both would be 
cheaper, we never hesitate to build two, since a better 
funetional relationship outweighs installation cost. 

There are three ways to locate service areas in 
relation to circulation: 1, sandwich service; 2, in- 
ternal service; and 3, peripheral service. I know of 
only one example of the “sandwich” service floor— 
the May Co. in St. Louis. Of the internal service type, 
the most outstanding is the J. L. Hudson branch at 
Northland. 

All things considered, the peripheral arrange- 

ment is best. It gives separate shop distinction to 
each department and offers the visual impression of 
a total floor. The central service block offers only 
separation by shop, while the peripheral plan allows 
both. No one has yet built a sandwich floor arrange- 
ment that achieves both objectives. The peripheral 
plan produces the following situation: customer cir- 
eulation is centralized and also spreads out, while 
service circulation comes from outside in, and the 
two types never cross. With circulation decided, site 
use is reconsidered. 
ENTRANCES are located to provide maximum expo- 
sure of high impulse merchandise, supported by suf- 
fieient surrounding area so departments function 
well; and proper relationship to most of the parking 
area. 

By presenting considerations in the wrong order— 

site before space planning—we see clearly the es- 
sential difference in the approach of a store planner 
and the traditional architectural one. The building 
has not been located on the site until inside space 
arrangement has been crystallized. 
ALLOCATION OF DEPARTMENTS. Two factors affect 
department allocation: 1, size; and 2, relationship 
with other departments on the basis of goods, char- 
acter, and service. Certain departments might be 
related because of use association, total impact im- 
pression, or price association. 

In any consideration of space allocation the de- 
signer must also recognize that there are seasonal 
peaks in all selling. 20 per cent of total volume is 
done in December. So, in the allocation and associa- 
tion of departments one must consider how they 
complement one another during peak season. Coats 
and suits and sportswear departments must be de- 
signed so they can capitalize on the sale of bathing 
suits and active sportswear when the weather 
changes. Toys and summer furniture departments 
are usually related, because both are bulky stocks, 
highly seasonal in appeal, and require comparable 
space. 
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In a shopping center, the branch department store 
should stand apart visually. Above, Halle Bros. in 
Westgate, Ohio, is made distinctive by peaked roof, 
white brick, and decorative black iron medallion 


"In fixture design we must seek some comfortable me- 
dian between turning the store into a supermarket 
(maximum self-service) or a salon, where the cus- 
tomer is individually helped at every stage of the 
sale." Store character furnishes the choice 


Below, the plain background; immediate right, two 
examples of the decorated background. Snaith says, 
"Presentation, setting, baekground lend value and 
glamour to stock; enhance it, interpret its taste 
level, say something positive about it. Decoration 
has proved to be the best possible way to stimulate 
sales of all kinds of merchandise . . . whether or 
not the goods themselves have high fashion appeal." 


Above, the designer's rendering for a department 
and a photo of the department. The object is to 
project the total store image or character to the 
customer; the kind of merchandise, the way it is 
sold, the type of customer, the store itself in re- 
lation to others handling like merchandise 


Julius Shulman 
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EXTERIOR CHARACTER 

In wrapping a building around the plan, we must 
consider estheties, of course, but we must also be 
ruled by budget and cost of maintenance. A store 
is the most commercial of commercial buildings, 
and building cost appears as “cost of operation" un- 
der the heading “occupancy.” Maintenance cost ap- 
pears in the same column of the same ledger. 

There are implied operational hazards in certain 
treatments. Unfortunately, the glass wall is an en- 
emy of merchandising. It is virtually impossible to 
display against it—light cannot be controlled. The 
glass wall imposes a costly maintenance factor, for 
the outside view changes constantly according to 
what is happening inside. Yet we like glass areas, 
and therefore use them where they penalize us least. 
Daylight does accent interior lighting; breaks the 
monotony of masonry expanses. For these reasons, 
certain departments can be located to provide an 
interesting facade. The glass wall is appropriate for 
restaurant, employe, and office areas. Only two types 
of sales operations can live under glass: those 
wherein the merchandise itself has decorative val- 
ue, as gifts; or those not requiring exposed stock, 
as a salon, which sells only by atmosphere and total 
image. 

The exterior should project several images: 1, 
size (because the department store should say, vis- 
ually, it is the strongest purveyor of goods in the 
area) ; 2, permanence and institutionality (to instill 
a sense of trust and dependability) ; 3, definition 
from its neighbors (restrained if nearby buildings 
are flashy, etc.) ; 4, the nature of merchandise and 
customer (where one finds ideas, stimulation, 
taste) ; 5, store character (high fashion, graceful, 
fine in scale—institutional, solid, no nonsense) ; 6, 
regional or community character. Unless the store 
reflects the community, it may never get built. Ex- 
terior character as much as store reputation will 
make a design acceptable locally. 


INTERIOR CHARACTER 
When we come to interior treatment, we emphasize 
—by every device—the projection of the total store 
image. That character or image, as we have seen, 
is a composite of the store’s merchandise, its way of 
doing business, its customer, its position in relation 
to all other merchants handling like merchandise. 
Inside the store the projection of this image is 
accomplished through display. “Display” in this 
sense has the broad meaning of showing merchan- 
dise against controlled backgrounds that enhance 
and facilitate selling—not narrowed to mean the 
art of dressing windows, draping apparel on man- 
nequins, or arranging counter top eye-catchers. 
FIXTURES are the basis of display, and their loca- 
tion, type, and design establishes character and en- 
ables the store to operate within its own peculiar 
method of merchandising. 


INSIDE TIPS 


1. Never put a fur department near a stairway or escalator or 
entrance. The annual loss from stolen goods is calculated and esti- 


mated and entered as a cost of operation. 


2. Place impulse items at the foot of “down” electric stairs, With his 
purchase completed upstairs, the captive customer’s vision is now 
forced downward, and she is liable to buy impulse merchandise on 


the way out. 


3. A restaurant is almost mandatory in a branch store. In suburban 
communities stores virtually empty out at lunch time. If you don't feed 


a customer on the premises you lose her for the day. She'll get into 
the bad habit of shopping around the neighborhood for the balance 
of the afternoon. 


4. Men are not repelled by a "feminine^ color scheme in a store: in 
branch stores men shop with women; downtown, they shop alone. 


5. Beauty parlors in branch stores usually are not very profitable. 
The amount of revenue produced by the beauty shop is less than the 


revenue produced by using the space for other purposes. They take 


up too much space in a situation where space is limited. 


Labor is a store's most expensive commodity ; re- 
tailing has been described as the last of the manual 
industries. If we plan fixtures to reduce the amount 
of sales help we save in operation cost, but this re- 
duction automatically lowers the level of presenta- 
tion. In fixture design we must seek some comfort- 
able median between turning the store into a super- 
market (maximum self-selection and self-service) 
and a salon where the customer is individually 
helped at every stage of the sale. Personnel cost 
pushes up merchandise price, and there is a point 
somewhere here of no return. 

In general, a floor comprises three major sections; 

a central section of islands and aisles, plus two sides. 
Smallwares or impulse items are in the central sec- 
tion, in which open fixtures—counter height—are 
combined to make islands. The sides carry merchan- 
dise requiring wall fixtures. Since our plan example 
is based on a peripheral stock arrangement, these 
departments back up into stock. We have now a pic- 
ture of a store wherein the first impression is of 
highly visible impulse items, a long and wide general 
view of full stock, and inviting glimpses around the 
periphery of the floor of entrances to shops having 
individual, appropriate character. 
DECORATION. Fifteen years ago, many merchants re- 
sisted the idea of a decorated, dramatically inter- 
preted background for goods. They felt a back- 
ground assertive enough to give a positive impression 
of fashion would overpower the merchandise. On 
the contrary, it has proved to be the best possible 
way to stimulate sales of all kinds of merchandise; 
and this is true whether or not the goods have high 
fashion appeal. Merchandise itself, item by item, is 
diffieult to evaluate. Even expert buyers find it vir- 
tually impossible to distinguish between two un- 
known items (with tags removed) priced at 7.95 
and 12.95! 

Presentation, setting, background lend value and 
glamour to stock; enhance it, interpret its taste lev- 
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The electric stairway as a 
major dramatic feature. 
In Gimbel's Valley Stream 
branch, marble, glass, and 
special lighting are used 
to that end. Note the il- 
luminated store directory 


el, say something positive about it. Today, “fashion” 
is the most potent incentive to buy, and in a branch 
store fashion is the impression desired. Background 
can also say that merchandise is of unassailable 
quality, or is a good bargain, or that it's the newest. 
Skirts in a sportswear department are hung togeth- 
er—12 to the foot—and differences cannot be de- 
tected. Therefore, surroundings, fixtures, and dec- 
oration must create a feeling of quality that reas- 
sures the customer that anything in the department 
must be good. 

Graphies can establish character directly and at 

little cost. Upper wall areas, valances, counter or 
rack ends, all provide surfaces for such treatments. 
Color is one of the most consciously registered in- 
dications of style, and can be introduced in graphic 
variations. Stained woods in color, synthetics, fab- 
ries, paint, plaster, mirror—all can serve to intro- 
duce both color and textural change of pace. 
CEILING HEIGHTS are of course determined by the 
size of the visible space; the larger the space the 
higher the ceiling—within reason. But since we want 
a maximum of flexibility, fixtures form interior 
walls. They often do not reach the ceiling, so we can 
save building cost by using a lower ceiling than the 
total space would seem to indicate. Upper air space 
use is affected by the optical necessities of signs, and 
by devices indicating shop groupings. Case top 
Screens and dividers can indicate areas and provide 
additional space for decoration. 


Attempts to create a sense of height by varying 

ceiling levels may be imperative in modernization 
work, but in new buildings are inadvisable. When 
ceilings are dropped, flexibility suffers. 
LIGHTING is an indispensable tool of modern mer- 
chandising. Without up-to-date lighting and air con- 
ditioning, there could be no peripheral plan. Fluor- 
escent lighting alone tends to flatten out merchan- 
dise and render it in monotonous sameness. There- 
fore use fluorescent to provide an overall light level, 
and then add the expensive, heat producing—but 
irreplacable—incandescent light for visual kicks. A 
grid pattern which can be varied endlessly charac- 
terized the store ceiling—which incorporates light- 
ing, air conditioning outlets, and sprinklers. Some- 
times the grid is a reflected pattern of the plan be- 
low; often it is merely a pleasing geometric pattern. 
ELECTRIC STAIRWAYS handle vertical traffic best, 
and their treatment is an important design con- 
sideration. Since they cannot be construed as a mer- 
chandising device, they should be handled as a ma- 
jor decorative and dramatic feature. This can be 
accomplished by means of architectural excitement, 
color, expensive materials, lighting, etc. The result 
should have a “look” of permanence, not intransi- 
gence. 


THE SMALL SHOP 
Many principles of branch store design apply to 
small shop assignments. Since space is limited and 
so is merchandise, space allocation is enormously 
simplified. In small shop design it is important to 
follow the rule of using the exterior to make the im- 
pact of store character on the customer; and to 
make the interior give the best possible impression 
of the capacity of that shop to contain, display, and 
sell merchandise. This calls for a shift in approach 
from exterior to interior. In the branch store this 
is done within the store in handling individual de- 
partments where the impact is made at the entrance 
to a shop or department, not through a window. 
Thus, in designing the small shop exterior, adapt 
the merchandise display to the outside; adapt the 
interior plan and design to merchandising needs. 


Julius Shulman 


The total image of fashion store; J. W. Robinson, Beverly Hills, Cal., 
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A DEPARTMENT STORE 


ON TWO LEVELS 
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UNUSUAL SERVICING ARRANGEMENT 


The May Company, University Heights, 
Ohio. Victor Gruen Associates, Archi- 
tects; Jack Alan Bialosky, Associate Ar- 
chitect; Sam W. Emerson Company, 
General Contractors; Swanson Asso- 
ciates, Sales Area Interiors. 


A separated service tower, containing 
two floors to every one in the sales area, 
is the operational and architectural fea- 
ture of this branch store. It is a modifi- 
cation of the central service core idea 
that was used in Northland. But here, 
in a store with a considerably smaller 
floor area, it was felt that the central 
core would create. too much of a visual 
barrier in the retailing space; hence it 
was moved to one end of the rectangular 
sales block. 

Within the -tower itself, the floors 
aligning with the sales floors are used 
for direct servicing and goods handling, 
while intermediate floors are used for 
storage or non-selling activities such 
as alteration and busheling rooms, em- 
ployes' restaurant, lounge, offices, etc. 
Air handling equipment is also located 
on the in-between levels, making possible 
a great deal of flexibility in the develop- 
ment of the air conditioning system. 
Boilers and compressors are in a pent- 
house, freeing additional tower space 
for essential store functions. 

To reduce the floor-to-floor heights in 
the sales block, that unit was developed 
as a flat slab structure with columns at 
30 ft on centers ; while the service tower 
was developed in steel frame—with 
minimum column spacing—in order to 
cut the tower floor heights to an abso- 
lute minimum. 

The site had a natural elevation dif- 
ferential of 25 ft from a V-shaped lower 
area near the highway intersection to 
the rear. The building is placed well 
back on the plot so the lower level is 
served by an extensive parking area, 
which in turn is surmounted on three 
sides by higher-level parking for the 
upper floor. The actual result is a store 
with two first floors, plus great flexibility 
in developing traffic flow. 
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The May Company 


Due to the scarcity of high class dining 
places in the area, the restaurant—de- 
signed by architect Gruen—was given 
special consideration. It was developed 
as a semi-independent structure adja- 
cent to a garden within a high wall, 
which contains as its visual focus a 
year-around decorative fountain de- 
signed by Richard H. Jennings. 

By separating the restaurant struc- 
ture and giving it independent entrance, 
it became feasible to operate it on a 
schedule different from the normal 
store pattern. This means that the 
owners can—if they wish—develop a 
seven-days-a-week dinner business 
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TOWN HOUSE 
REMODELED INTO 
ATTRACTIVE 

GIFT SHOP 


The 20th Century Shop, New Orleans, 
La. Burk, Le Breton and Lamantia, Ar- 
chitects; Barley, Inc., Civil Engineers 
and General Contractors. 


This distinguished remodeling—win- 
ner of a first honor award at the Eighth 
Annual Conference of the Gulf States 
Region, A.I.A., succeeds in creating 
within the shell of an old town house 
a gift shop with an appealing charac- 
ter both contemporary and nostalgic. 

In describing the process and result, 
architect James Lamantia says, “The 
problem was the complete transforma- 
tion of an 1885 double town house into 
a shop for small gifts of high quality. 
The proximity of this house to its neigh- 
bors dictated the conditions that a simi- 
lar scale should be preserved and that 
materials should be harmonious. 

“The basic dimensions were there- 
fore held intact—even to the alternate 
rhythm of vertical openings and blank 
wall area in the facade—although the 
building was virtually rebuilt, to the ex- 
tent that even the outer skin was re- 
placed. 

* A second-level balcony was removed, 
along with most interior bearing walls, 
to be replaced by steel beams and split 
‘cradling’ columns. A two-story well of 
space was created by cutting back the 
second floor to give the effect of a mez- 
zanine as one enters. 

“The old masonry of the side chim- 
neys was exposed to accent further the 
verticality of the space, and to serve 
also as a reminder of the original struc- 
ture." 


All photos by Frank Lotz Miller 
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SECOND LEVEL 


The 20th Century Shop The difference in level between floor and sidewalk was turned from a liability 
into a capital gain by the attractive open ramp, which makes a strong point 
of interest in the facade. The projecting louver is porcelain-enameled steel in 
alternate beige and bone-white colors; stucco side panels act as baffles at either 
side of the front; painted diagonal cypress boarding sheathes the wall areas 
between openings; the sash is of natural aluminum. 

The floors are finished with rubber or asphalt tile; the walls are variously 
plaster, walnut panels, or the old brick; acoustic tile is used on the ceilings 
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JAPANESE RETAILERS INVADE FIFTH AVENUE 


Takashimaya, Inc., New York. Stein- 
hardt & Thompson, Architects; Junzo 
Yoshimura, Associated Architect; Rob- 
ert P. Perillo, Mechanical Engineer; 
Lewin & Shapiro, Structural Engi- 
neers; Thomas Killian, Lighting Con- 
sultant; Charles Herman Co., General 
Contractors. Imported fixtures (1st and 
2nd floors) by Shigeru Kawakami for 
Takashimaya Koshakusho, installed 
by Display Builders, Inc. 


This effective remodeling—the first 
American branch of a Japanese depart- 
ment store chain—is notable for mak- 
ing its entire corner a two-story dis- 
play; for successfully flouting a Fifth 
Avenue merchandising habit; but most 
importantly for creating in its three- 
story sales space an atmosphere pecu- 
liarly appropriate to store character 
and to the handsome, beautifully craft- 
ed (and expensive) Japanese merchan- 
dise. Inside, the total impression is of 
luxury and serenity—achieved physic- 
ally by the quiet elegance of both goods 
and setting. The lighting is even; the 
walls are neutral or white; the carpet- 
ing is gray or tan; either light (hinoki) 
or dark (keyaki) natural wood makes a 
soft accent everywhere. 

Placing the stair at the entrance— 
rather than further back in the store, 
only to be reached after passing tempt- 
ing displays of impulse goods—is con- 
trary to usual merchandising technique; 
but making a visual focus of the 
cherrywood and steel stair construction 
has created such an eye-catcher that 
visitors have far outnumbered expecta- 
tions, and selling is brisk. 

A garden under the stairway—ar- 
ranged by David Engel—greets the 
visitor upon entering. The ground floor 
is then devoted to gifts, books, fabrics, 
etc.; the second floor to larger and 
more expensive items of metal, pottery, 
wood, and glass; the basement area fea- 
tures furniture, displayed under light- 
ing of a domestie character. 

The bottom right photo on the oppo- 
site page shows the garden under the 
stair; the other two picture the base- 
ment furniture sales area. 


All photos: Louis Reens, courtesy Owens-Corning Fiberglas Corp. 
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Cameron Liquor Store, Tarrytown, 
New York. Arthur Malsin and Don 
Reiman, Architects; Edward Schild- 
back, Associate. 


Joseph W. Molitor 


ATMOSPHERE PLUS MAXIMUM DISPLAY OF GOODS 


Morley Baer 


The image liquor stores try to present is of maximum ١ 
Stock, so the customer can purchase any familiar 
brand and also see others of which he has never heard. 
Prices are usually prominent in the display in order to 

make comparison shopping easy. 

But a more subtle and important quality is atmos- 
phere. Each of the shops shown here successfully cre- 
ates its own air, yet one has a completely different 
feeling than the other. Both are attractive and suc- 
cessful. 

The Cameron store (above) was an interior job 
within an existing shell and front. It has a closed-in, 
or inside, or wine-cellar look; furthered by the smart, 
curved ceiling of natural cypress. High-level lighting 
plus special shelving and cases with maple butcher- 
block tops and white uprights add to the general ef- 
fect, which is inviting. 

The Bottle Shop (right), on the other hand, opens 
up to the outside in California fashion to make the 
entire store a display. A gravel and planted strip next 


to the glass contributes to this effect. The lighting here The Bottle Shop, Inc., Sausalito, Cal. John G. 
is of a generally low level, with spots emphasizing the Kelley, Architect; Dorothy Alexander, Project 
merchandise on display. Manager. 
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MERCHANDISING BY ARCHITECTURE AND GRAPHICS 


Carr's Department Store, West Orange, N. J. 
Katz Waisman Blumenkranz Stein Weber, 
Architects Associated; Constantino Nivola, 
Sculpture; Ladislav Sutnar, Graphics; Alfred 
Engel, Lighting Consultant. 


Architect Richard G. Stein says, “This Carr's 
represents the trial run of a concept. We origi- 
nally prepared a merchandising study for a 
self-service department store, combining our 
efforts with those of sculptor Nivola and 
graphics designer Sutnar. (see model photos 
below—Ed.). When plans were complete, lease 
negotiations fell through. In order to set up a 
prototype without delay, space was rented in 
the Essex Green Center, under construction. 

“The job then was to apply the principles of 
the previous study to an existing space. Nivola 
designed sculpture (left) which was executed 
in porcelain enamel; Sutnar developed a new 
system of graphics. 

“Since space is intensively used for merchan- 
dising, and department sizes must shift with 
the seasons, the flexibility of the fixtures has 
worked out well.” 


Photos by Joseph W. Molitor 
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The logotype identifies the store 
from near and far; by day and by 
night. The symbols are used to 
identify merchandising depart- 
ments, and combine with a color 
system (for counter ends and 
signs) to that end. Graphic design 
was carried through to include 
shopping bags, stationery, etc. 


DECORATIVE FACADE OF PRECAST CONCRETE 


Tienda El Gallo Department Store, Santiago, Do- 
minican Republic. Steinhardt & Thompson, Archi- 
tects; Ml. de Js. Tavares Sucs., C. por A., Owners. 


El Gallo, leading department store of the Domini- 
can Republie, is celebrating its centennial by con- 
structing a new store building, which will be ap- 
pended to the half-dozen buildings it now occupies. 

Appropriately enough in the sub-tropies, the new 
structure will be reinforced concrete. Its street fa- 
cade will consist of perforated precast concrete 
screens composed of the letter “T,” the owner's ini- 
tial. The modular screen will fulfill both the local re- 
quirements for natural ventilation and the esthetic 
need for a decorative pattern. 

American merchandising practices fall by the 
board in Santiago, where no ready-made dresses are 
sold, since the Dominican ladies do it themselves. 
Thus, the huge yard-goods department offers a se- 
lection from thousands of fabries from around the 
world. Here also, North American impulse items 
such as giftware and accessories become demand 
goods. 

Both glass and aluminum jalousies—demanded 
by the climate—will be extensively used; merchan- 
dise will be displayed in fixtures built of local hard- 
woods; floors will be surfaced by especially designed 
cement tiles—a traditional local material. 
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Never  Underestimating future electrical loads (even in the short term) is one of the 
x easiest ways today to make a building obsolete before it gets off the boards. Elec- 
Underestimate trical systems, even in quality buildings less than 10 years old, have over-reached 
the Power A be ! their capacity. In some cases engineers have come to the rescue by converting a 
system to high voltage, doubling its capacity. (Such measures may not always 
work, since high voltage systems now are often put in at the beginning.) Contrib- 
uting factors are air conditioning, higher lighting levels (100 foot-candles in an 
office is common), electronic computers and business machines. Signs are, too, that 
electrical energy as the basic source for both comfort heating and cooling is com- 
ing faster than many realize. Specifically this means the heat pump, electric resist- 
ance heating (there are about 200 electrically heated schools), and, perhaps not too 
far away, direct conversion of electricity into cooling effect. The heat pump, after 
not living up to its early publicity, is now finding great favor in buildings such as 
stores, factories (see pp. 220-221) and office buildings. 


Decibel Want to know how many people you can have for cocktails in a certain-sized room, 
and still keep the decibels under control? Then you should use a formula (The 

Trouble Journal of the Acoustical Society of America, Jan. 1959) concocted by Dr. William 
R. MacLean, an engineering professor at Brooklyn Polytech. Invite one more guest 
than a certain critical number (he starts everybody talking louder) and you will 
have a noisy party. For example a room with 2500 cu ft could contain 16 people; 
ask a 17th and you’ve got a dt situation (decibel trouble). 


Water, Water Fresh water, the sine qua non of human and industrial life, is getting harder to find 
in many areas of the world, including some part of the U.S. Re: the water situation, 
Everywhere? the Interior Department’s Office of Saline Water will build a million gallon per day 
pilot plant at Harbor Island, N. C. to convert brackish or sea water to potable 
water. It is the first of five plants contemplated under a 10 million dollar appropria- ' 
tion from Congress. Southern California Edison Co. of Los Angeles will begin to 
build in June a pilot plant to distill 100,000 gallons a day from sea water. 


Two Noted Hardy Cross, 74, legendary in the annals of engineering and in the “halls of ivy,” 
E died in February. He was best known for his moment distribution method for 
Engineers rigid frames. This method epitomized his pragmatic approach to engineering. Why 
Are Dead complicate a design method with mathematical mumbo jumbo when it can be sim- 
ple and easy? It has been said that the Hardy Cross Method enables a designer to 
*see" what is happening to the stresses in the frame as he approximates the 

solution. 


Felix Samuely, 56, English consulting engineer, perhaps best known in the U.S. 
for his lectures and articles on “skin structures” (folded plates, latticed frames 
and shells), died in London last January. Recently he had consulted with Wallace 
Harrison on the whale-like church built in Stamford, Conn. Said the Architects 
Journal (London), *He did not see the engineer's role as one of fettering the archi- 
tect and bringing him down to earth; he joined . . . in an endeavour to find yet 
more efficient and more exciting solutions to structural problems." 


This Month's EMERGENCY POWER SUPPLIES. pp. 216-219. 
AE Section HEAT PUMP FOR A MIDWEST FACTORY. pp. 220-221. 
FORGOTTEN ENGINEERING. The Phoenix Column. pp. 222-225. 
HIGH VELOCITY CUTS BUILDING COSTS. p. 226. 


PRODUCT REPORTS starting on page 227. OFFICE LITERATURE starting on 
page 228. 


TIME-SAVER STANDARDS. Plastics as Related To Fire Resistance Require- 
ments, pp. 231, 233; Chimneys for Medium Sized Boiler Plants, 235. 
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A GUIDE TO EMERGENCY POWER SUPPLIES 


Types of loads, types of systems available, unit capacities for building types 


Codes, safety and economics 


Types of buildings, locations in buildings, space requirements 


By LOUIS A. BELLO, P. E., Syska & Hennessy, Inc., Consulting Engineers 


Emergency or standby power sup- 
plies are provided for any one or 
combination of the following rea- 
sons: 


1. Human safety 
2. Economical considerations 
3. Convenience 


Minimum requirements for human 
safety are set forth in local and fed- 
eral codes and are required by local 
fire and inspecting authorities. It 
should be clear, however, that their 
requirements are only minimum and 
that many times provisions above the 
minimum should be provided. For in- 
stance, hospitals should have emer- 
gency supply at least for one eleva- 
tor, iron lungs, incubators, heating 
and refrigeration equipment. com- 
munication systems, etc., in addition 
to minimum required lighting for 
operating rooms, stairs. and corri- 
dors. Office buildings might have one 
elevator, heating and telephone 
equipment, certain minimum light- 
ine, etc. A close study of the varied 
electrical equipment and svstems of 
anv building would undoubtedly re- 
veal other loads worthy of emergency 
consideration. 

Protection of valuable equipment. 
safeguard against pilferage and 
the high cost of lost production time 
are the common economical consider- 
ations that dictate the need for, and 
many times the capacity of, an emer- 
gency standby power source. Typical 
examples would be: 

1. Heating and pumping equip- 
ment—to prevent pipes from freezing 
and basements from flooding. 

2. Department store liehting—to 
prevent or minimize shoplifting. 

3. Electronic computer equipment 
—to prevent costly shutdown. 
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The common available sources of 
power for supplying emergency loads 
are: 

1. Storage batteries 

2. Generating systems 

3. Utility electric services 

The selection of the best source for 
a particular installation will be gov- 
erned by the capacity of the source, 
availability of fuels, utility company 
rules, building codes and local au- 
thorities, floor space allocation and 
last, but not least, economical con- 
siderations. 

For full understanding of the 
sources and more intelligent selec- 
tion of the best emergency source for 
a particular installation, a brief de- 
scription with pertinent data, of each 
type of source is included. 


STORAGE BATTERIES 
A storage battery can be restored to 
its initial condition, after use. A com- 
mon example would be the automo- 
bile battery. Other batteries, known 
as primary batteries, must be re- 
placed when fully used. 

There are two basic types of stor- 
age batteries in commercial use to- 
day, the lead-acid and the alkaline. 


The lead-acid battery derives its name 
from the basic composition of its elec- 
trode plates and solution. It is the most 
common type used in this country and is 
available in various quality grades, as 
determined by the contents and con- 
struction of its electrode plates, their 
supports and their separators. 

The alkaline battery derives its name 
from the chemical composition of its 
solution. The electrode plates of this 
battery differ from those of the lead- 
acid type; they are made of nickel-iron 
(Edison cell), or nickel-cadmium. This 
battery is more common in Europe and 
is claimed to have longer life with less 
maintenance. Its cost, weight and 


volume, however, are greater than for 
the lead-acid type. 

To understand the application of bat- 

teries better it is necessary to define 
some basic battery terminology. The fol- 
lowing includes some common terms and 
their practical definition: 
Cell: A self-contained unit of plates, 
solution and two binding posts to which 
the positive and negative plates are con- 
nected, 

The chemical composition of the cell 
plates and solution alone determine the 
voltage of the cell. In lead storage bat- 
teries a single cell is approximately 2 
volts when fully charged. To attain 
higher voltages, cells must be connected 
in series, thus three cells connected in 
series will provide 6 volts, and 60 cells, 
120 volts. Actually, however, a 60 cell 
system will be conservatively rated at 
115 volts. 

Battery: One or more cells in a con- 
nected group. 

Ampere-Hour: The capacity of a bat- 
tery is indicated by the quantity of cur- 
rent in amperes that can be delivered 
for a certain number of hours before its 
voltage falls below a useful value (ap- 
proximately 1.75 volts). 

Sinee a given ampere-hour capacity 
could be made up of any quantity of am- 
peres or hours, which when multiplied 
together would give a single ampere- 
hour capacity, it is necessary to specify 
a time rate. 

Thus a battery rated at 160 ampere- 
hours at the 8 hour rate would deliver: 
160 

8 
tinuous hours before its voltage would 
drop below the useful value of 1.75 volts 
per cell. 

The slower the rate (more hours) of 
discharge, the more efficient the battery. 

Maximum ampere-hour capacity is 
determined by the quantity, size and 
construction of plates in each cell. 


— 20 amperes of current for 8 con- 


Modern buildings utilize storage 
battery emergency power sources for 


6-volt packaged battery unit. Can be 
furnished with lamps for remote mount- 
ing 


32-volt packaged battery system 


emergency lighting, switehgear oper- 
ation, alarm systems of various 
types, telephone equipment, engine 
generator starting, and many other 
types of direct current equipment 
that do not require large blocks of 
power. Another condition of use is 
that normal service failures should 
be of relatively short duration. Bat- 
teries have two outstanding features 
that will often cause them to be in- 
cluded in installations with other 
sources of emergency power: Relia- 
bility and instantaneous response. 
The only special provisions normally 
required for rooms containing stor- 
age batteries are good ventilation 
and some signalling equipment to in- 
dicate battery condition. 

Some typical battery equipment 
and systems are: 

1. 6 Volt Equipment: 

An interesting application for 
emergency lighting is a self-con- 
tained packaged unit consisting of 
standby sealed beam lamps, a three- 
cell (6 volt) battery, charging equip- 
ment, automatic switching and indi- 
cating devices. The units are com- 
mercially available with up to four 
sealed beam lamps either locally or 
remotely mounted. Other incandes- 


Government May Pay Part of Equipment Cost for Portable Diesel Generators 
Criteria for approval under the Federal Office of Civil Defense Mobilization Financial 


Contribution Program 


Meet the requirements set forth in the "Federal Contributions" Volume of the Adminis- 
trative Manual of the Federal Civil Defense Administration. Some of its basic requirements 


are: 


1. Generally the equipment must be located at least five miles beyond a target area. In 
the case of non-profit hospitals, the equipment may be located anywhere. 


2. The equipment must be removable as a unit. Thus an engine-generator should be 


mounted on a common frame with controls. 


3. Federal contribution will be based on capacities as determined by calculating methods 
in the manual. For larger capacities the total cost of excess capacity must be borne by 


the owner. 


4. Equipment must be kept operational and available for possible training purposes. 


5. Application forms must be filled out with the local civil defense director and submitted 


for approval. 


cent lamps such as those in exit 
signs, ocrridor lights, etc. can replace 
the sealed beams within the limits of 
the battery's capacity (approximate- 
ly 100 watts) and voltage. 

The unit is normally plugged into 
an a.c. receptacle, which serves to 
keep the battery charged, and a con- 
tact open in the circuit between bat- 
tery and the sealed beams. When the 
normal supply to the receptacle fails, 
indicating power failure, the open 
contact closes and the battery sup- 
plied the connected emergency light- 
ing. 

Cost of a complete unit with sealed 
beam lamps will vary between $100 
and $200 depending on the acces- 
sories and type of batteries (lead- 
acid or alkaline). 

Typical dimensions of a unit might 
be 12 in. high by 18 in. wide by 8 in. 
deep (without lamps). 

2. 24, 32 and 48 Volt Equipment: 

This equipment can be used for 
telephone systems, alarms, and emer- 
gency lighting. The batteries are usu- 
ally mounted on a floor rack with the 
charger and transfer switch wall 
mounted. For emergency lighting, 
standard capacities up to 600 am- 
pere-hours (at the one hour rate) are 
available, capable of handling up to 
20 kilowatts of power, at 32 volts for 
one hour. Such high capacities at 32 
volts are not common; however, a 
more common installation might be 
a 60 ampere-hour battery (at the one 
hour rate) capable of handling 1.9 
kilowatts of power, at 32 volts, for 
one hour. Some manufacturers will 
furnish neat and economical pack- 
aged units in this capacity range for 
as little as $800. 


Space requirements for 32 volt 
equipment in the 2 kilowatt capacity 
range will be approximately: 

72 by 12 by 12 in. for batteries on 
one tier standard rack, 

15 by 24 by 15 in. for wall mounted 
charger, 

42 by 36 by 30 in. for package unit. 

3. 115 Volt Equipment: 

This is the most common central 
distribution type of equipment used. 
It has the advantage of being inter- 
changeable with 115 volt alternating 
current to supply incandescent light- 
ing, and of being more economical 
for higher capacities (above 2 kw). 
The equipment consists of the same 
type of components mentioned pre- 
viously, and it can supply emergency 
lighting, switch-gear controls, elec- 
tric heaters, and numerous other 
equipment. Capacities up to 600 am- 
pere-hours (at the one hour rate) are 
capable of handling 70 kw for one 
hour. 

The installed cost of a system of 
this capacity would be approximately 
$20,000. 

Space required for an installation 
of this type might be: 

20 by 3 by 4 ft for batteries and 
rack, 

15 sq ft of wall space for charger 
and transfer switch. 

4. 230 Volt Equipment: 

Similar to 115 volt equipment ex- 
cept that it has higher voltage and 
twice as many cells. The equipment 
can be connected to a three wire 
115/230 volt, direct current distribu- 
tion system for more economical 
power delivery to large loads at 
greater distances from the power 
source. 
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ENGINE—GENERATOR SYSTEM 
Engine driven generator systems can 
supply alternating current loads, are 
more economical for larger capacities 
ind can be operated for as long as 
fuelsupply will permit. 

There are four major engine driv- 
ing units that can be employed to 
drive an electric generator: 

1. Diesel engine, 

2. Gasoline engine, 

3. Gas engine, 

4. Steam engine. 

A brief description including per- 
tinent data regarding the various 
engine-generator systems follows: 


DIESEL ENGINE- 

GENERATOR SYSTEM 

The unique features that make the 
diesel engine desirable for emergency 
standby use are its ability to operate 
on common fuel oil, diesel oil, or 
kerosene, and the fact that a spark 
or auxiliary ignition system is not 
necessary. 

Fuel oil operation is less hazardous 
than gasoline and the fuel can usual- 
ly be stored, up to 550 gallons, in the 
same room with the engine-genera- 
tor. It is also possible to use a tank 
in common with the building heating 
fuel oil system. 

The diesel engine differs, basically, 
from the spark ignition type engines 
in that the fuel need not be vaporized 
in a carburetor prior to being in- 
jected into the engine cylinders, and 
there is no need for spark plug igni- 
tion. Spontaneous ignition is accom- 
plished by the high temperature com- 
pressed air present in the engine cyl- 
inders at the time fuel is injected. 

Diesels are popular because of 
their reliability, ruggedness, low 
maintenance, economical operation 
and low initial cost for capacities 
above 60 kilowatts. However, special 
considerations are required for room 
temperatures below 40 F. 

The basic components of a typical 
standby diesel-generator system are 
as follows: 

1. Diesel Engine and Electric gen- 
erator: On a single shaft with engine 
starting and control equipment all 
mounted on à common base. 

2. Fresh Air Supply: Through a 
screened louver in an exterior wall of 
the engine room or a fan supply sys- 
tem suitable for delivery and ex- 
hausting the required quantity of air 
to and from the diesel engine. 

3. Fuel Supply: From a storage 
tank to a local day tank to insure a 
ready fuel supply. 

4. Cooling: By either a fan and 
radiator or a heat exchanger. The fan 
and radiator is the most economical 
cooling means where air tempera- 
tures are low enough and sufficient 
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Diesel generator 


volume of outside air is available. 

5. Engine Exhaust: through a 
muffler and adequate piping directly 
to the outside or through a chimney 
flue. Mufflers for exhaust silencing 
are available in various degrees of 
silencing, and where noise for emer- 
gency or testing periods cannot be 
tolerated the additional expense in- 
volved in a quieter muffler may be 
justified. 

6. Starting: By engine mounted 
electric starting motor and battery. 
‘Where the engine can not be started 
electrically, compressed air, hydrau- 
lic or gasoline starting may be furn- 
ished. 

7. Electrical Control and Transfer 
Equipment: Consisting of a circuit 
breaker, relays and an automatic 
transfer switch. The transfer switch 
connects the emergency building load 
either to the building’s normal elec- 
tric service or to the diesel-generator 
emergency service automatically as 
follows: 

a. An auxiliary relay supervises 
the normal power supply so that 
when the voltage on any line drops to 
70 per cent or less of rated voltage, 
a contact closes to start the diesel- 
generator and set up the transfer 
switch for transferring to the emer- 
gency load. When the generator is up 
to speed and delivery at full voltage, 


a relay is energized and the switch 
transfers to the emergency service. 

b. The reverse transfer occurs in 
like manner except that the voltage 
value for retransfer is usually 90 per 
cent of rated voltage. 

8. Foundation: Of either floating 
concrete pad, poured concrete base, 
structural steel frame, or wood beam 
construction should be furnished. 

The installed cost of a typical 200 
kilowatt diesel-generator system ex- 
clusive of electric wiring might be 
about $35,000. The Civil Defense Au- 
thorities have recently initiated a 
program for subsidizing up to 50 per 
cent of the cost of a diesel-generator 
plant if it meets certain minimum 
requirements. 

Space requirements for a plant of 
approximately 200 kw might consist 
of a room 20 by 12 ft containing the 
engine-generator set, electric control 
panel and a 275 gallon day tank for 
fuel. 


GASOLINE ENGINE- 
GENERATOR SYSTEM 

A gasoline engine is considered a 
Spark ignition engine. It requires 
spark plugs and carburetor and can 
be connected to drive a generator in 
a similar manner to the diesel engine 
previously mentioned. Its major ad- 
vantages lie in lower initial cost for 
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capacities below 75 kilowatts, and 
because the required engine mainten- 
ance can be handled by an automobile 
mechanic instead of by specially 
trained mechanics, as is the case for 
the diesel and steam engines type of 
drive. 

The basic components are similar 
to the diesel engine-generator system 
except fuel storage tanks must usu- 
ally be located outdoors underground 
to meet code requirements (gasoline 
being more hazardous than diesel 
fuel). Exhaust piping methods also 
are more restricted for gasoline en- 
gines. National Board of Fire Under- 
writers, building codes, insurance 
cost and local fire authorities should 
be consulted for gasoline engine in- 
stallations. 

A typical 20 kilowatt gasoline en- 
gine-generator plant might cost 
about $3500; an equivalent diesel set- 
up, on the other hand, might cost 
$4500. As larger capacity units are 
considered, the initial costs between 
the two begins to even out and at 
about 75 kw the gasoline plant be- 
comes more expensive. 

Space required for a 20 kilowatt 
gasoline engine-generator plant 
would require a room about 16 by 9 
ft containing engine-generator set, 
engine mounted electric controls and 
a wall mounted transfer switch. Ad- 


ditional consideration would have to 
be given to a buried fuel storage 
tank. 


GAS-ENGINE-GENERATOR SET 
The gas engine is a spark ignition 
type of engine and it is inter- 
changeable with the gasoline engine, 
since it can easily be adapted to oper- 
ate with either fuel. 

Gas operated engines require less 
maintenance and in most areas are 
more economical than gasoline oper- 
ated engines. 

The fact that the engine can oper- 
ate either on gas or gasoline means it 
has the added advantage of a stand- 
by fuel. Fuel storage tanks, for pure- 
ly gas engines, can also be omitted 
where utility company gas service is 
available. The quality of gas will ef- 
fect the engine efficiency (i.e. pro- 
pane and butane gas are relatively 
efficient for gases below 1100 Btu 
heat content, the efficiency drops any- 
where from 95 to about 50 per cent). 
Therefore the gas available for fuel- 
ing should be carefully checked prior 
to engine sizing. 


STEAM ENGINE- 

GENERATOR SYSTEM 

Where there is sufficient steam and 
the physical plant is suitable, 
consideration may be given to the use 


of a steam engine or turbine for driv- 
ing an emergency generator; how- 
ever, the installed costs of this en- 
gine or turbine are considerably 
higher than those for the other en- 
gines mentioned. Steam engine-gen- 
erator systems are quite common in 
a boiler plant, where steam capacity 
is readily available. 


UTILITY COMPANY SERVICES 
There are two basic ways of acquir- 
ing emergency supplies from ordi- 
nary utility company service: 

1. Two service entrances consist- 
ing of a normal and emergency sup- 
ply, each connected to separate 
points on the utility company out- 
side distribution system. 

2. A single service entrance with a 
normal and emergency distribution 
System within the building. 

In New York City, for example, 
where Consolidated Edison has a net- 
work system, there would be very lit- 
tle advantage in two services since 
the system to which the services are 
connected is energized from many 
points and is quite reliable. The only 
additional protection afforded by two 
services in place of one would be in 
the cable between the connection to 
the street network system and the 
building distribution system. On the 
other hand, in some outlying areas 
of the city where a network system 
may not exist, two services are some- 
time furnished and are connected to 
separate utility company outside dis- 
tribution systems. 

In network areas a common means 
of furnishing an emergency system 
within a building is by a single serv- 
ice entrance with a feeder tap after 
the meter and ahead of the main dis- 
connect switch. 

Of all the emergency distribution 
systems available, the last mentioned 
single service entrance, is the most 
economical with relative reliability. 
Of course, such a system can be made 
more reliable by the addition of one 
or more of the other emergency sys- 
tems mentioned. This is very often 
done for hospitals where continuity 
of power is of the essence. 


CONCLUSION 

The availability of the various men- 
tioned emergency power supplies 
may at first tend to confuse the selec- 
tion of the one most suitable to a 
given project. However, a proper 
consideration of the character, quan- 
tity and distribution of the emer- 
gency loads will enable an experi- 
enced engineer to analyze the avail- 
able power supplies and by a process 
of elimination arrive at the best 
suited one for the given building 
project. 
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Big enough to heat 300 houses 
HEAT PUMP FOR A MIDWEST FACTORY 


When it's ten below zero in Chicago, 
the heat pump system in a new 220,- 
000 sq ft suburban factory will pro- 
duce a total of 5% million Btu per 
hr—enough to heat 300 average- 
sized houses. According to industry 
sources, this is the largest air source 
heat pump ever installed. Six big 
fans pull in a total of 250,000 cu ft 
per minute of outside air across re- 
frigerant coils, extracting heat and 
in the process cooling the outside air 
down from —10 F to —20 F. 

The heat pump will provide year- 
round air conditioning for factory 
employes and office personnel of a 
Flick-Reedy Corp. plant at Bensen- 
ville, Ill. The architects were Zay 
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Smith & Associates of Chicago. 

The heat pump saves $4800 per 
year on the heating bill—$7200 for 
the heat pump vs an estimated $12,- 
000 for heat by oil. And less space 
was taken by the heat pump—2500 
sq ft as compared with 3500 sq ft for 
boiler and absorption units. 

The initial cost of the heat pump 
system was eight per cent higher, 
however—$540,000 for the heat 
pump vs $500,000 for oil heat in win- 
ter and mechanical cooling in sum- 
mer. The $4800 savings in operating 
cost is virtually cancelled by interest 
charges on investment, by deprecia- 
tion and by added service costs, ac- 
cording to Frank Flick, president of 


Flick-Reedy. He points out, however, 
that chances are good for the cost of 
electricity to become more favorable 
in relation to gas and fuel oil. Present 
rate for the Bensenville plant is 34 
cents per kilowatt-hour. 

How can an air source heat pump 
operate economically at a tempera- 
ture as low as —10 F? It generally 
has been considered that the lowest 
temperature at which a conventional 
air source heat pump could operate 
without having to be excessively 
large is +15 F, unless supplemental 
heat were provided, usually in the 
form of electric strip heaters. 
Straight resistance heating is !4 to % 
as efficient as the heat pump. 


COMPRESSOR 
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Across page: the latticed brickwork provides sufficient 
free area for the six fans of the air source heat pump 
to suck in 250,000 cu ft of air per minute, which is a 


source of heat in winter, even at —10 F 


Above: flow diagram for the heat pump system. Heating 
(H), cooling (C) and defrosting (D) cycles are indi- 
cated. Below: the heat pump equipment. There are three 
banks of three compressors each—one 100-hp and one 
75-hp reciprocating compressors; and one 125-hp rotary 
compressor which runs only when air drops below 25 F 


A different approach, which makes 
for more efficient operation at low 
air temperatures is being advocated 
by the York Division of Borg-Warner 
Corporation. This consists of team- 
ing up two stages of refrigeration 
compression—actually, the compres- 
sors are hooked up in series. Result 
is that the heat pump doesn’t have to 
elevate the refrigerant from —35 F 
to a utilization temperature of, say, 
110 F all in one jump, but rather in 
two jumps. With this so-called com- 
pound compression, each compressor 
can work within a moderate, econom- 
ical range in contrast to single stage 
compression in which one compres- 
sor must work within too large a 
pressure range to be efficient. 

This method is used at Flick- 
Reedy, and the output from the heat 
pump itself will range from 2.2 to 
5.0 times the electrical energy input. 
Lessening the load of the heat pump 
is a one million Btu per hour credit 
from the lights. The heat pump con- 
sists of three banks of three com- 
pressors, each, in the following ca- 
pacities: two reciprocating compres- 
sors, 75 hp and 100 hp; one 125 hp 
rotary compressor which operates 
only when the double-stage compres- 
sion is required in winter. This one 
is switched on when the temperature 
goes below approximately 25 F. Any 
two sets of compressors will main- 
tain proper temperatures while the 
third unit goes through the sort of 
defrosting cycle necessary with an 
air source heat pump. (Ice accumu- 
lates on coils in contact with outside 
air.) 

At around 45 F to 50 F it is con- 
ceivable that only one 100 hp com- 
pressor will be required to carry the 
heating load. 

This is the way the winter cycle 
works for the Flick-Reedy installa- 


COMPRESSOR COMPRESSOR 
z 3 


Hec 


tion assuming —10 F outside air: 
First, fans draw the —10 F air 
across coils containing Freon gas at 


35 F; heat is extracted from this 
air lowering its temperature to —20 
F and adding heat to the Freon. The 
"heated" Freon gas is then com- 
pressed in two stages to 110 F, first 
by the 125 hp unit and second by the 
100 and 75 hp units in parallel. This 
hot Freon gas is piped through a 
heat exchanger condenser, warming 
water in the condenser and liquefying 
the refrigerant. The heated water is 
pumped through air handling units 
which supply heated air to factory 
and office areas. The liquid refriger- 
ant is then fed through a heat ex- 
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changer inter-cooler to reduce its 
temperature to +30 F before it is 
allowed to expand again to a —35 F 
gas in the outside coils, repeating the 
cycle. 

The three 125 hp rotary compres- 
sors do not work in the summertime, 
because the refrigerant gas need only 
be lowered to 40 F to get 47 F water 
in air handling units which keeps 
inside at 75 F when outside tempera- 
ture is at 95 F. The maximum range 
of refrigerant temperature is from 
40 to 110 F. In winter, the difference 
is much larger, from —35 F to 110 F 
—thus the reason for double com- 
pression made possible by combining 
compressors in series. 
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American Architectural Archive 


Left: A Phoenix Column goes into place in the McIntyre Build- 
ing in New York City. Above: In the Commercial Cable Build- 
ing, New York City, Phoenix Columns were used for interior 
columns and to lighten exterior masonry walls. Below left: 
Details from an old handbook show wrought iron and cast iron 
connections developed for use with Phoenix Columns. Below 
right: Cutaway shows “Wight’s Patent Process” for fireproofing 


New York Public Library 


DETAILS OF CONSTRUCTION || 
SHOWING THE USE OF 
PHOENIX COLUMNS 


WITH CAST IRON 
CONNEXIONS. 


DETAILS OF CONSTRUCTION 
SHOWING THE USE OF 
PHCENIX COLUMNS 


WITH WROUGHT IRON 
CONNEXIONS. 
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Architectural Engineering 


Forgotten Engineering: 


THE RISE AND FALL OF THE PHOENIX COLUMN 


By ALAN BURNHAM, A.I.A. 


Today, if one were to ask what a Phoenix Column was, most engineers would 
reply with a quizzical stare. Yet the Phoenix Column was well-known in their 
field for several decades before the turn of the century. A built-up circular 
column of wrought iron, it was, in its own era, a marked advance over the 
cast iron sections then so widely used. But like many engineering advances, 
it gained acceptance slowly: by the time its unique advantages were generally 
recognized, it was already being challenged by a newer development—rolled 


steel sections. 


It was not until the 1860's that the 
elevator freed buildings from the 
six-story height limit set up by their 
tenants’ refusal to climb any higher, 
and made it acceptable to stack ma- 
sonry so high that the valuable 
ground floor space in tall buildings 
began to be wholly devoured by the 
thickness of the fortress-like walls 
required to support them. But a dec- 
ade before this architects and engi- 
neers had already begun to try to 
lighten space-consuming masonry 
walls. 

As early as 1848, store owners 
were enlarging their show windows 
by ripping out brick or stone piers 
and replacing them with slender cast 
iron pipe columns, thus paving the 
way for the hollow cast iron fronts 
so common between 1860 and 1880. 
And by the 1850’s, interior spaces 
were quite commonly supported by 
cast iron columns—first in combina- 
tion with wood girders, and later 
with wrought iron girders. 

In 1862, the Phoenix Column—a 
hollow circular section built up of 
four, six or eight flanged, rolled 
wrought iron segments riveted to- 
gether—appeared on the scene. Its 
only similarity to the legendary bird 
was its tendency to rise to great 
heights, for its primary use was in 
high buildings, viaducts, and bridge 
structures. The name was not fanci- 
ful, but derived from the Phoenix 


Iron Company at Phoenixville, Pa., 
where Samuel J. Reeves, the son of 
the company’s founder, invented it. 
The Phoenix Column challenged sim- 
ilar cast iron members for thirty 
years, disappeared with them in the 
nineties, and left no successors, ex- 
cept possibly John Lally’s concrete- 
filled pipe. 

In a sense, the Phoenix Column 
was ahead of its time. The real ad- 
vantage of wrought iron over cast 
iron was that it could be riveted. But 
this advantage did not become para- 
mount until the mid eighties, when 
the problem of windbracing became 
more and more important as build- 
ings rose higher and higher on the 
narrow sites so typical of urban de- 
velopment. With cast iron columns, 
connections had to be hand bolted, 
allowing more or less play in the 
joints; and while the use of floor 
height trusses furnished the rigidity 
necessary to resist wind pressure, it 
created new obstacles to design as 
partitions had to be introduced wher- 
ever trusses occurred. With Phoenix 
Columns, on the other hand, the riv- 
eted column-beam connections were 
rigid enough so that buildings could 
be windbraced by relatively simple 
methods. In the Old Colony Building 
in Chicago, for example, Phoenix 
Columns were used in conjunction 
with a system known as “Portal 
Bracing,” in which  plate-metal 


arches were bridged between interior 
columns to rigidize bays at intervals 
throughout the entire height of the 
building. 

However, the Phoenix Iron Com- 
pany was thoroughly convinced of 
the superiority of wrought iron in 
general—and the Phoenix Column in 
particular—long before the connec- 
tion advantage caused engineers gen- 
erally to advocate their use. 

One advantage of the section was 
the fact that loads could be applied 
close to its main axis. If, for exam- 
ple, a load were applied to one side 
only, it would travel down and 
around the circular section at an an- 
gle so that, at some distance beneath 
the load, it would become more or 
less evenly distributed over the en- 
tire section of the column. 

The Phoenix Iron Company also 
boasted that the column provided a 
maximum of strength with a mini- 
mum of weight and that, due to the 
simplicity of its construction, it was 
the cheapest column on the market. 

The use of a hollow circular shaft to 
support loads inevitably raised the 
question of rusting within the cen- 
tral core. The early cast iron columns 
could hardly be painted at all on the 
inside due to the small inside diame- 
ter of the castings, but on the other 
hand cast iron was thought to with- 
stand rust better than wrought iron. 
In answer to queries on this point 
the Phoenix Iron Company stated 
that “. .. whenever Phoenix Col- 
umns are employed, the interior sur- 
faces are thoroughly painted before 
the segments are riveted together. 
Such columns have been inspected 
after twenty years of service, and, 
although they had occupied the most 
exposed situations, they have been 
found uninjured by rust and with the 
paint still performing its duty." 

In order to offset the difficulty of 
making connections directly to the 
flanges or to the curved surface of 
the column, the Phoenix Iron Com- 
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pany had devised both wrought iron 
and cast iron seated connections at 
an early date. The *Improved Phoe- 
nix Column," which was first used in 
1867 to counter the great weight and 
vibration of the presses in the Public 
Ledger Building in Philadelphia, was 
another step in this direction. The 
"Improved" column was made by 
riveting full length vertical filler 
pieces between the flanges of the seg- 
ments. The depth of these pieces be- 
ing greater than that of the flanges 
themselves, the engineer could read- 
ily increase the rigidity of the col- 
umn throughout its entire height by 
making the filler strips as wide as he 
might require. Connections could 
then be made directly to these single 
filler pieces instead of to the double 
flanges. 

Another design development, 
known as the “cross pintle" connec- 
tion, utilized the same principle, ex- 
cept that, at levels where loads had 
to be carried, the filler pieces were 
extended horizontally through the 
entire width of the column in one 
dimension and, if needed, similarly 
at right angles to it. When secured to 
the column with clip angles, these 
filler pieces could be extended out far 
enough to carry two or more lines of 
rivets. This type of connection made 
it possible to form a continuous col- 
umn of any height required, using 
the cross pintle at the joint so that 
column sections could be butt-ended 
against each other without the need 
for an intermediate bearing plate. 

Where Phoenix Columns were not 
fireproofed, the decorative qualities 
inherent in their design were some- 
times appreciated, as in the Press 
Room of the Public Ledger Building 
in Philadelphia. The owners stated 
that “. .. The effect produced by 
the projecting flanges and filing 
pieces is somewhat similar to that of 
large fluted columns and is quite or- 
namental. The columns are also 
painted, with the small round projec- 
tions which mark the bolts (rivets) 
bronzed. The whole finish is such as 
is rarely, if ever, found in an under- 
ground apartment." 

However, fireproofing for struc- 
tural members became a necessity 
for high buildings in the eighties, as 
they began to pass the heights at 
which pumping engines could suc- 
cessfully fight fires. Disastrous fires 
had demonstrated to the public the 
absolute necessity of obtaining 
soundly-constructed, fireproof build- 
ings, and many schemes were put 
forth for constructing fireproof floor 
arches (wood floor joists were a 
prime fire hazard), and otherwise 
fireproofing structural members. In 
the case of the Phoenix Column, the 
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circular form was, in one sense, an 
advantage, since it minimized the 
amount of space taken up by the col- 
umns in a given area, but the curved 
surfaces posed a difficult fireproofing 
problem. This was largely overcome 
by “Wight’s Patent Process,” in 
which curved sections of terra cotta 
block were bedded between the 
flanges with cement mortar, and se- 
cured to the column with counter- 
sunk metal clips which hooked over 
the rivet heads on the flanges of the 
columns. The blocks were then plas- 
tered so that the final result was a 
smooth, circular column. 

Due to the great volume of build- 
ing they enjoyed, New York City and 
Chicago were in the vanguard in the 
use of new systems of construction, 
and in the eighties, the Phoenix Col- 
umn was used in many of the new 
high office buildings in those cities. 
In New York City, for example, the 
columns were used in the Commercial 
Cable Building at 20 Broad Street; 
in the McIntyre (Sherman Bank) 
Building at the northeast corner of 
Eighteenth Street and Broadway; for 
Pulitzer’s famous “World Building" 
at 53 Park Row, on the east side of 
City Hall Park; and for the R. G. Dun 
Building at the northeast corner of 
Reade Street and Broadway. 

In the realm of more daring engi- 
neering exploits, the high viaducts 
commanded great admiration. The 
New York Metropolitan Elevated 
Railway’s west side extension from 
Eighty-third Street to One Hundred 
and Fifty-ninth Street, and the Sec- 
ond Avenue elevated line were both 
built of Phoenix Columns. As de- 
scribed by a contemporary: '... 
The stations in mid-air, the swallow 
flight of the light trains, the perfect 
system and discipline of the arrange- 
ments, command admiring wonder 
and make an especially vivid impres- 
sion on foreign visitors. The lofty, 
curving trestles of iron near 110th 
Street were justly characterized by 
de Lesseps* as one of the most au- 
dacious of engineering feats." 

Even more audacious was a pro- 
posal which was made by David 
Reeves, the son of the inventor of the 
Phoenix Column, for a 1000 ft high 
observation tower to be built of 
Phoenix Columns for the Centennial 
Exposition in Philadelphia in 1876. 
Today no one will remember young 
David's spectacular proposal, for the 
tower was never built. But it so in- 
trigued Gustave Eiffel, who saw the 
model, that he later gave credit to the 
young American for having inspired 
him to design his famous steel tower 
in Paris in 1888. 

However, Phoenix Columns were 
used for smaller towers, like those 


which carried railroad tracks over 
Pennsylvania's Kinzua Valley. 
Known as the Kinzua Viaduct, the 
structure was, in many respects, an 
engineering marvel of its day. An- 
other notable viaduct, the Pecos Via- 
duct, was built by the Phoenix Bridge 
Company for the Southern Pacific 
RR. in western Texas. It had an over- 
all height of 320 ft above a gorge. At 
the seashore, Ocean Pier, Cape May, 
and certain parts of the Atlantic City 
boardwalk in New Jersey were con- 
structed with Phoenix Columns, and 
throughout the country many 
bridges were built for railways and 
highways. The columns were also 
used in the design of railway sta- 
tions, ferry houses and industrial 
buildings. Even after they had ceased 
to be used for buildings and bridges, 
they were often used to carry the 
shoring in mines. 

In the case of office buildings, 
Phoenix Columns were usually used 
where loads were greatest, for the 
central or inner columns. For bridges 
or viaducts, they were used for the 
principal compressively loaded mem- 
bers. Tension members were usually 
flat eye-bars or rods, so that, as as- 
sembled, such structures had a visual 
expressiveness, lost to most steel 
Structures of today, in which com- 
pressive and tensile members each 
had their own distinctively charac- 
teristic shapes. 

In its basic design, the Phoenix 
Column possessed many advantages: 
the flanges lent considerable rigidity 
to the column; the circular section 
provided even distribution of mate- 
rial. But by the late 1880’s, Bessemer 
steel was widely used for bridges, 
and a few daring souls had already 
used rolled steel bridge sections for 
the then-newborn “skyscraper.” In 
the nineties, Zee-bar and rolled *H" 
columns began to take the lead over 
the Phoenix Column and other circu- 
lar iron columns for several reasons. 
One was the greater ease in making 
connections. Another was the fact 
that a section having a radius of 
gyration which was greater in one 
direction than in the other provided 
a positive advantage where heavier 
loads occurred on only one or on op- 
posite sides of a column. 

And so the Phoenix Column disap- 
peared. But in its day, it was a radi- 
cal departure from existing struc- 
tural forms and an imaginative solu- 
tion to existing structural problems, 
even though its usefulness was lim- 
ited by technical difficulties. Perhaps 
it can still give us food for thought 
in this day of mass production and 
technical proficiency. 


~~ 
* Viscount Ferdinand M. de Lesseps, French diplo- 
mat and promoter of the Suez Cana} (1805-1894). 
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Phoenix Columns were formed by riveting 
together four, six or eight wrought iron 
segments, depending on diameter needed 


FILLER PIECES EXTEND FULL HEIGHT 
OF COLUMN 


Vertical filler pieces between flanges of 
*Improved Phoenix Column" added to rigidi- 
ty, ease of making column-beam connections 
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A later development, the “cross pintle" 
connection had filler strips extending hor- 
izontally through entire width of column 
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Proposal for 1000-ft tower of Phoenix Columns (above) was front-page news in 1874. 
Note its height as compared to “skyscrapers” then existing. Other “audacious engineering 
feats” included structures like New York City’s Metropolitan Elevated Railway (below) 
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HIGH VELOCITY SYSTEM CUTS COST, ADDS SPACE 


By taking full advantage of the mon- 
ey-saving possibilities inherent in a 
dual duct, high velocity system, the 
mechanical engineering department 
of Welton Becket and Associates, 
architects and engineers, managed 
to air condition the new Texas Com- 
pany building in Los Angeles for 
about $2.90 a square foot—as com- 
pared to a going price of from $3.25 
to $4.00 for equivalent systems in 
the same area. In addition, since the 
high velocity ducts could be housed 
in a shallower floor-ceiling sandwich 
than could conventional ducts, it was 
possible to squeeze in an extra story 
without exceeding Los Angeles' then 
existing 150-ft height limit. 


Other than the obvious one of 
maintaining a comfortable building 
environment, there were two pri- 
mary design criteria: to locate me- 
chanical equipment so that it occu- 
pied no rentable area, and to preserve 
flexibility so that changes in the 
space layout could be accomplished 
with a minimum of expense and in- 
convenience. The former was satis- 
fied by placing the fan rooms in the 
basement and on the roof, and by us- 
ing the service core of the building 
as an exhaust shaft. The latter was 
met by using a hung ceiling to sup- 
port the acoustical tile, fluorescent 
light fixtures, air conditioning dif- 
fusers, and return air registers. 


1) Compact dual duct, high velocity system added bonus story to Los Angeles' limit-height 
Texaco Building. Three elevations are glazed with heat-reducing glass. 2) Small high 
velocity ducts pass through girders, reduce required depth of ceiling space. 3) Designed 
for maximum flexibility, hung ceiling supports movable diffusers and return air registers. 
4) Flexible duct connects diffusers with mixing box. Ceiling forms plenum for return air 
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Since this equipment is not attached 
to the ceiling suspension system, it 
can be moved as easily as the tenants' 
partitions and furnishings. Diffusers 
are connected to the mixing boxes 
with 8 to 10 ft of flexible duct. 

The designers of the system at- 
tribute their 10 to 25 per cent sav- 
ings to several factors: 

1) There is no separate return air 
system. Air entering the return air 
registers moves through the “ple- 
num" space between the suspended 
ceiling and the floor above until it 
reaches the intake to the high veloc- 
ity (2400 cfm) return air duct in the 
central service shaft. According to 
the designers, this saved at least fifty 
cents a square foot on the return air 
system alone. 

2) Refrigeration equipment was 
closely sized to the estimated load of 
100 tons. The two 350 ton compres- 
sors that were installed give no ex- 
cess refrigeration capacity. (As 
much as 50 per cent standby capac- 
ity is sometimes specified. ) 

3) Air conditioning loads were re- 
duced by some 117 tons through the 
use of Glare-X, a heat-reducing glass 
made by sealing two layers of clear 
glass with a sheet of KoolShade sun- 
screen between. The sunscreen is es- 
sentially a venetian blind with tiny 
(.05 in. wide) horizontal louvers per- 
manently set at the seventeen degree 
angle believed to be optimum for re- 
flecting solar heat and glare at all 
hours of the day, throughout the 
year. 

4) Materials for insulation and duct 
work were selected so that the in- 
sulation could be applied in the con- 
tractor's shop rather than in the 
field. This cut labor costs, since work 
could be begun earlier, using men al- 
ready employed by the contractor. 
5) The specifications were carefully 
written to encourage competitive 
bidding. Because no “pet” equipment 
or subcontractors were written in, 
each prospective bidder had equal op- 
portunity, including equal access to 
all necessary equipment. 

Also noteworthy is the care that 
was taken to eliminate noise in the 
system. All of the fans, pumps and 
other rotating equipment were in- 
stalled on spring-supported inertia 
blocks to keep the vibrations from 
being transmitted to the building. 
Special sound absorbers were in- 
stalled in the hot and cold ducts, and 
the fan plenums for both discharge 
and supply fans were lined with 
acoustical material to further quiet 
the system. 


Product Reports 


Above: Glasweld panels offer a low cost, in- 
combustible facing material for exterior use. 
In a serious fire at Belgium's new Brussels 
Airport, Glasweld curtain wall panels like 
those shown above were undamaged by wa- 
ter, heat or smoke 


Right: In this restaurant kitchen, pre- 
finished Glasweld panels provide an inex- 
pensive wall finish that is impervious to 
grease and dirt, can be easily maintained, 
and will not add fuel to a “flash” fire 


Durable, Incombustible Building Panel 


Weldwood Glasweld, a completely in- 
combustible, prefinished building 
panel for exterior and interior use, is 
expected to find widespread applica- 
tion in the field of school and institu- 
tional architecture. 

The enamel-surfaced, asbestos re- 
inforced panels are imported from 
Belgium, where they have been man- 
ufactured by the Eternit Corporation 
for the past five years. Widely used 
in Western Europe, they are suitable 
for curtain wall and fascia compo- 
nents, soffits, canopy ceilings, parti- 
tions, wainscoting, plain or perfo- 
rated ceilings, kitchen and bathroom 
walls and countertops. Their princi- 
pal assets, other than fire resistance, 


are durability and low cost. In a 
school, for example, Glasweld panels 
could eliminate much interior and ex- 
terior painting, a large percentage of 
more costly glazed block and tile, 
and furring, lathing and plastering 
in many areas. Initial savings would 
of course be supplemented by re- 
duced maintenance costs. 

The standard 4 by 8 ft panels are 
stocked in %4, 14 and ñe in. thick- 
nesses and a range of ten colors. Two 
patterns—a spatter and a linen 
weave—are available, as well as a 
perforated style for ceiling use. An 
additional twenty colors and pat- 
terns can be had on special order. 

In spite of its ceramic-like appear- 
ance, Glasweld can be cut with a car- 
borundum wheel, or scored and 
snapped. It is easily drilled for me- 
chanical fastening, or may be ap- 
plied with mastic over almost any 
regular surface. The %4 in. thickness 
may be nailed without pre-drilling. 
A variety of moldings for joint and 
edge treatment will be available. for 
Glasweld installation. United States 
Plywood Corporation, 55 West 44th 
St., New York 36, N. Y. 


Budget-Priced Closed-Circuit TV System 


A closed-circuit television system 
priced “well below" most custom-de- 
signed systems currently on the mar- 
ket is designed to stimulate greater 
use of the medium in schools, indus- 
try, commerce, and other fields where 
price has been a deterring factor to 
full utilization of closed-circuit tele- 
vision. 

The camera in the new system 
is a vidicon-type weighing fifteen 
pounds. It requires no special light- 
ing and will transmit an image on 
channels 2 through 6 to any stand- 


Water-Repellent Masonry 


A new low cost water-repellent in- 
sulation fill is expected to permit the 
use of comparatively inexpensive ma- 
sonry walls without additional in- 
sulation or costly finish materials. 
According to the manufacturer, a 
block or cavity wall insulated with 
the new masonry fill has a heat trans- 
mission rating well below the .27 
“U” coefficient required by FHA in 
most sections of the country. Since 
the fill is water-repellent, its insulat- 
ing value is not affected by moisture 
within the wall. Moreover, its use 


ard, home-type receiver. The camera 
has a turret mount for three differ- 
ent lenses, but may be had with one, 
two or three lenses as required. 

A spokesman for the manufac- 
turer has indicated that the system 
may be particularly useful in schools 
for science demonstrations, lectures, 
and the general dissemination of in- 
formation. Another suggested use is 
as a shoplifting deterrent in stores 
and supermarkets. Home Electronics 
Div., Sylvania Electric Products Inc., 
1740 Broadway, New York 19, N. Y. 


Fill Insulation 


makes it possible to insulate a ma- 
sonry wall at a cost lower than that 
of other insulation methods. 

A free-flowing granular material, 
the fill is easily installed by pouring 
it directly into the cores of the block 
or the wall cavity. It is said to flow 
readily into all voids and crevices, 
leaving no uninsulated areas. Filling 
can be done at floor line or before 
capping; block walls can also be 
filled at the window sill line. Zonolite 
Co., 135 S. LaSalle St., Chicago 3, Ill. 

more products on page 252 
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The Pratt & Lambert ARCHITECTURAL 
SPECIFICATION MANUAL, Ninth Edi- 
tion (A.LA. 25-C), is intended to be a 
complete and reliable reference of painting 
procedures and specifications. The 260-page 
manual leads off with product descriptions 
and an index of surfaces, followed by general 
conditions, master specifications and select- 
ed specifications for specific building types. 
A complete color section gives basic infor- 
mation on the use of color, as well as more 
than one hundred Calibrated Color Se- 
quences grouped by job type, light reflect- 
ance, and compatibility with “fixed color 
factors" such as floor tile and ceramic 
dadoes. There is also a “problem and an- 
swers" section which includes a discussion 
of painting problems and their solution 
Pratt & Lambert, Inc., 75 Tonawanda St., 
Buffalo 7, N. Y. 
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Tork Time Controls 


(A.I.A. 31-I-24) General Catalog No. 
159 features a section devoted to an 
explanation of switching and timing, 
followed by descriptions of specific 
light and power time switches. 8 pp. 
Sales Dept., Tork Time Controls, 
Inc., Mount Vernon, N. Y. 


Cork Tile Specification 


(A.I.A. 23-G) New Industry Specifi- 
cation covers physical properties, 
dimensions, etc., of granulated cork 
tile in three types of finish. Cork In- 
stitute of America, 342 Madison 
Ave., New York 17, N. Y. 


Insulating Concrete Catalog 


Bulletin No. C11-1959 gives specifica- 
tions and engineering data, includ- 
ing fire ratings, for Permalite insu- 
lating concrete for roof decks and 
floor fills. Also available: Bulletin 
No. F60-1959, which gives specifica- 
tion and application data for All- 
weather Crete lightweight roof insu- 
lation; and Bulletin No. P11-1959, 
which gives plastering specifications 
and fireproofing data for Permalite 
plaster aggregate. Mining and Min- 
eral Products Div., Great Lakes Car- 
bon Corp., 612 So. Flower St., Los 
Angeles 17, Calif. 


Architectural Metal Work 


Illustrates and gives details and me- 
chanical data for a wide variety of 
architectural metal products in 
bronze, aluminum and stainless steel, 
Newman Brothers, Inc. 660 West 
4th St., Cincinnati 3, Ohio 


Kem Tech Furniture 


(A.LA. 35-E) Describes and illus- 
trates Kem Tech line of stock labora- 
tory furniture and equipment, and 
gives eight science room plans with 
equipment lists, and mechanical serv- 
ice roughing-in details for each item 
shown. 28 pp. Kewanee Manufactur- 
ing Co., 5046 S. Center St., Adrian, 
Mich. 


Diaflo Air Conditioners 


Bulletin 9327 outlines features of 
Diaflo air conditioners and gives 
detailed descriptions of their major 
components. Tables showing cooling 
ratings, heating capacities and water 
pressure drop are supplemented by 
specifications and dimensional draw- 
ings. 12 pp. American Blower Div., 
American Standard, Detroit 32, 
Mich. 


Reinforced Plastic Panels 


(A.I.A. 26-A-9) Contains technical 
data; heat and light transmission 
values; weathering and load carrying 
charts; a list of sizes, colors and cor- 


rugations; construction details; and 
specifying information on Filon fi- 
berglass-and-nylon-reinforced plastic 
panels. 4 pp. Filon Plastics Corp., 
2051 E. Maple Ave., El Segundo, 
Calif. 

Metal-Clad Switchgear 


Bulletin 2804-1A gives information 
on construction and performance 
features, ratings, dimensions, pre- 
ferred locations and arrangements of 
circuit elements for indoor and out- 
door type 4160v metal-clad switch- 
gear. 24 pp. I-T-E Circuit Breaker 
Co., 1900 Hamilton St., Philadelphia 
30, Pa. 


Electric Water Coolers 


Catalog 59 describes, illustrates, and 
gives capacity data, and technical 
and roughing-in details for each 
model in the Cordley line of electric 
water coolers. Hints for proper cool- 
er selection, location and installa- 
tion are also included. 20 pp. Cordley 
& Hayes, 443 Fourth Ave., New 
York 16, N. Y. 


Induction Circulators 


Bulletin 1100-B101 contains com- 
plete selection information, includ- 
ing dimensional data, performance 
ratings, gravity heating capacities 
and specifications on Flexular se- 
ries of induction circulators for 
high-pressure induction air condi- 
tioning systems. 28 pp. Advertising 
and Marketing Promotion Dept., 
Worthington Corp., Harrison, N. J. 


One-Piece Pipe Insulation 


(A.I.A. 37-D-2) Includes descriptive 
material, technical data and specifi- 
cations for Fiberglas one-piece pipe 
insulation for hot and cold water and 
low pressure steam lines. 8 pp. 
Owens-Corning Fiberglas Corp., 
Dept. 1-IN-477, Toledo 1, Ohio 


Alzak Processed Reflectors 


... for the Optimum in Light Re- 
flection (A.I.A. 31-F-24) covers fin- 
ishes, service, specifications and 
performance of Alzak aluminum re- 
flectors. 12 pp. Aluminum Company 
of America, 755 Alcoa Bldg., Pitts- 
burgh 19, Pa. 


Architectural Builders Hardware 


(A.I.A. 27-B) Presents specifica- 
tions, application data and product 
features for four major lock lines, 
rectangular and standard liquid type 
door closers, exit devices, and miscel- 
laneous builders hardware. Form No. 
SW-9-58, 16 pp. Sargent & Company, 
New Haven 9, Conn. 
* Additional product information in 
Sweet's Architectural File, 1959 
more literature on page 276 
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PLASTICS AND FIRE RESISTANCE REQUIREMENTS: 1 


From the Code Manual (Feb. 1959) of the New York State Building Code Commission 


With the great influx of plastics into build- 
ing construction, there has been some 
doubt in the past as to how these new 
materials should be treated in connection 
with building codes. To help alleviate this 
situation, A Model Chapter On Plastics for 
Inclusion in A Building Code, was drafted 
in 1956 by The Society of the Plastics 
Industry in cooperation with The Manufac- 
turing Chemists’ Association, Inc. Now the 
New York State Building Code Commission 
has included a new section in the revised 
edition of their Code Manual on "Plastic 
Materials" published this February. It is 
generally patterned after the aforemen- 
tioned Chapter on Plastics, and can be 
related to a performance type building 
code. The basic material has been rear- 
ranged and tabulated, and put into an 
easy-to-use form. As such it should prove 
useful to the readers of ARCHITECTURAL 
RECORD. 


General 

An acceptable plastic material is one which 
is suitable functionally for the purpose for 
which it is to be used, which has a flame- 
spread rating of not more than 225 [This 
is the flame spread rating given by the 


TABLE A 


Underwriters’ Laboratories tunnel test], and 
which in burning will not give off excessive 
amounts of smoke or objectionable gases. 


Classification 

Class A—Plastic materials, reinforced or 
unreinforced, which are self-extinguishing 
or which stop burning when removed from 
the igniting flame. 


Class B—Plastic materials which are not 
self-extinguishing and are reinforced with 
20 per cent or more, by weight, of glass 
fiber or other noncombustible material. 


Class C—Plastic materials which are not 
self-extinguishing and are reinforced with 
less than 20 per cent but not less than 10 
per cent, by weight of glass fiber or other 
noncombustible material, 


Class D—Plastic materials other than Class 
A, B, or C. 


Structural Requirements 

Plastic materials, assemblies, connections, 
fastenings and the structural members to 
which they are attached shall conform to 
the general structural requirements of the 


Maximum 


aggregate Maxi- 


Maximum panel size 


[governing code]. Provisions shall be made 
for expansion and contraction. 


Interior Finish and Trim 

Plastic materials for interior finish and trim 
shall conform to the requirements of the 
[governing code]. 


Glaze of Openings 

Plastic materials may be used for glazing 
doors and sash and light transmitting 
panels in exterior walls which are not re- 
quired to have a fire-resistance rating. For 
limitations, see Table A. 


Roof Panels 

In roofs which are not required to have a 
fire-resistance rating 'and in roofs where 
sprinkler protection is provided, panels of 
plastic materials may be used, except that 
such plastic roof panels shall not be used 
directly over assembly spaces, or directly 
over areas [used for the following: insti- 
tutional buildings such as homes for ill and 
infirm; hospitals and clinics; jails, prisons 
and mental institutions; and similar build- 
ing types] or over areas in which flammable 
or explosive materials are made, stored, or 
handled. For limitations see Table B. 


Minimum distance 
between panels 


Building Hore 


distance 


Classification Type 
of of 
building * 


area, mum " 
zontal Hori 


per cent of panel 


zontally Vertically 


in feet 


Height 
in feet 


length 


plastic separation exterior area in tn foot 


in feet 
wall area 


12 
9 12 
12 


12 
: | 12 


1. Four feet for panels not more than 6 feet in horizontal length. 
2. Type 2, noncombustible; Type 8, heavy timber; Type 4, ordinary; Type 5, wood frame. 


TABLE B 


| 

e Minimum distance 
Maximum | 
| 


x RES Minimum aggregate Maximum between panels 
Classification | = 
í slope of area, panel area 
o . 
l plastic teo qe per cent of b^ Along slope | Horizontally 
4 roof covered of roof in feet in feet 
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GOOD IDEAS shape up fast 
with beautiful MARLITE paneling 


There's no limit on imaginative interiors with versatile Marlite paneling. 
This easily-installed material in Loewy-styled “Companion Colors,” 
distinctive wood and marble patterns gives a fresh, modern look 
to any room in the house—new or remodeled. 

Large sheets, planks, blocks, hollow-core Korelock are dimensioned 
for standard modular sizes. They fit right, look right, go up quickly 
with minimum cost "in place." And Marlite's melamine plastic finish stays like 
new for years with an occasional damp cloth wiping. That means 
low maintenance, higher customer satisfaction. 

Get complete Marlite details for any "interior idea" from your 
building materials dealer, Sweet's File—or write Marlite Division of 
Masonite Corporation, Dept. 405, Dover, Ohio. 


ES ® 
that’s the beauty of Marlite 
plastic-finished paneling 


MARLITE IS ANOTHER QUALITY PRODUCT OF MASONITE® RESEARCH 


Marlite branch offices and warehouses located at: 204 Permalume Place, N.W., Atlanta 18, Georgia * 18 Moulton Street, Cambridge 


38, Mass. * 1925 No. Harlem Ave., Chicago 35, Illinois + 8908 Chancellor Row, Dallas 35, Texas * 1577 Rio Vista Ave., Los Angeles 23, Calif. ٠ 2440 
Sixth Avenue So., Seattle 4, Washington * Branch office: 101 Park Avenue, New York 17. N. Y. 
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PLASTICS AND FIRE RESISTANCE REQUIREMENTS: 2 


From the Code Manual (Feb. 1959) of the New York State Building Code Commission 


Skylights 


Plastic materials may be used in skylights 
except those directly over assembly spaces, 
over spaces [used for institutional buildings, 
such as homes for ill and infirm; hospitals 
and clinics; jails, prisons and mental insti- 
tutions; and similar building types] or over 
areas in which flammable or explosive ma- 
terials are manufactured, stored, or 
handled. Material used in skylights over 
exits or shafts shall be Class A. Such sky- 
lights shall be mounted on a noncombustible 
curb at least 12 in. high above the roof in 
the following building types: apartments, 
hotels, motels, etc.; business; mercantile; 
industrial; storage; assembly; dormitories; 
and similar types. The curb should be 6 in. 
high above the roof of one- or two-family 
dwellings. For limitations, see Table C. 


Exterior Wall Facing 


Plastic material may be used for facing 
exterior walls provided it is attached to 


TABLE C 


Classification 
of 
plastic 


a noncombustible backing. For limitations, 
see Table D. 


Luminous Ceilings or Light Diffusing 
Panels 


Plastic materials may be used in luminous 
ceilings or in light-diffusing panels in build- 
ings of low hazard occupancy, and in 
buildings of moderate or high hazard occu- 
pancy equipped with a sprinkler system. 
Where used in exits or over assembly space 
in any building; in buildings of mercantile 
and dormitory occupancies or over hazard- 
ous areas in which highly flammable or ex- 
plosive materials are manufactured, stored 
or handled, the plastic material shall be 
class A and have a heat distortion tem- 
perature of at least 225 F. Plastic luminous 
ceilings or plastic light diffusing materials, 
in mounted or recessed fixtures, in other 
rooms and spaces, and having an area 
exceeding 30 per cent of the area of the 
room shall conform to the flame spread 


Maximum 
Minimum aggregate 
slope * of area, 
skylight per cent of 
room covered 


skylight 
area in 


Maximum 


requirements for interior finishes or be of 
class À material which will distort and fall 
from its mounting at an ambient temper- 
ature at least 200 F below its ignition tem- 
perature. Individual sheets of such material 
shall not exceed 75 sq ft in area between 
supports. Luminous ceilings below sprinkler 
heads shall be of material which will distort 
and fall from its mounting at a temperature 
at least 15 degrees lower than the oper- 
ating temperature of the sprinklers. 


Partitions 


Class A and B plastic materials may be 
used for partitions wherever partitions of 
wood or other combustible materials are 
permitted, providing the surfaces conform 
to the applicable code requirements for 
interior finishes. 


Note: the Code Manual can be used as a 


guide by architects and engineers in inter- 
preting the New York State Building Con- 
struction Code. It is not law, but purely 
advisory. 


Minimum 
Maximum distance 
dimension between 
along slope skylights 
of roof or to exterior 
in feet | wall of building 
in feet 


1 Rise of dome-shaped skylights at least 10 per cent of maximum span of 5 inches, whichever is greater. 


TABLE D 


Classification 
of 
plastic 


us permitted | 


Maximum height 
above grade 


Maximum panel area ' 


Minimum distance 
between panels 


Within fire 


Ovtside fire | Within fire 
limi limits, limits, 
imits 


feet sq ft 


35 150 
35 | 150 
1 story | 35 50 


- No dimension of any panel shall exceed 15 feet. 


Architectural Engineering 


Outside fire 


eG Vertically Horizontally 
limits, in feet in feet 


sq ft 
225 


225 
75 
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CONTRACTOR: GEO. W. LATHROP & SON, INC. ARCHITECT: HAYS & & RUTH. . ALUMINUM MATERIALS: ALUMINUM COMPANY OF AMERICA 


Curtain walls for halls of ivy 


Ohio State chooses North American Architectural Metals 
for its new College of Arts and Sciences Building 


North American Aviation is fabricating and erecting 
the curtain walls that will sheathe Ohio State Univer- 
sity’s Denney Hall. 

The 5-story building will contain classrooms and offices 
for the College of Arts and Sciences. The panels are of 
porcelainized steel mounted in matching color-anodized 
aluminum frames. 

When an architect designs with North American’s 
architectural metals, he has the esthetic freedom to 
create a structure that is right for its function, right 
for its time. North American’s custom-design service 
gives him this fluidity of expression. 


But North American’s time-proved ability to mass- 
produce any metal in any form also gives him a building 
that is economical to construct, maintain, own. From its 
vast experience with the precision metalwork required 
for military aircraft, North American has found prac- 
tical answers to the major problems of curtain wall con- 
struction: laminating, fastening, sealing, expansion and 
contraction. 

Explore your next curtain wall design with the archi- 
tectural metals engineers at the Columbus Division of 
North American. Predicted result: a more beautiful 
building at a lower cost. 


ARCHITECTURAL METALS A 


THE COLUMBUS DIVISION OF NORTH AMERICAN AVIATION, INC. 


234 ARCHITECTURAL RECORD April 1959 


Columbus, Ohio 


. ARCHITECTURAL RECORD T'ime-Saver Standards 


CHIMNEY SIZING FOR MEDIUM SIZED BOILER PLANTS, with particular application to hospitals 


C ARTHUR L. SPAET, Partner, Slocum & Fuller, Consulting Engineers 


. In the very early stages of hospital plan- 
ning it is necessary to establish the general 
architectural outlines and preliminary 
0 structural framing for the building. Before 
any detailed design has been started on 
the boiler plant, the approximate size of 


Velocity 


. the chimney must be determined. Manu- 
facturers’ catalogs usually give a recom- 


mended chimney size for a small plant, 
. suitable for a school or modest sized build- 
ing. For large plants in the power and 
heavy industrial fields, the design will 
a usually be done by a specialist. The hos- 
pital plant falls in between, and informa- 


Chimney Diam. 


tion for sizing chimneys has been con- 

5 spicuously lacking. 
The applicable principles have been well 
established. The problems of draft, chem- 
istry of combustion, the use of draft fans, 


etc. are available in texts and trade litera- 
ture. However, the fundamental problem of 


Oil—above 


architect and engineer in the early design 
stage is that of establishing a chimney 


Flue Gas Ibs/hr 


size without doing a week’s worth of cal- 


culation. The table given here can be used 


0 for boiler plants other than hospitals pro- 
vided the conditions below apply. This Ew. 
3 Q table will suffice for preliminary design "E 
. under the following conditions and assump- 5 5 
tions. Final chimney sizing must be engi- or 
LJ 2 0 
nu 


neered in detail for each application: 


1. Elevation of plant—sea level to 500 ft 


. above sea level. 
2. The chimney is of masonry or brick 
construction. 

. 3. Minimum chimney height—90 ft. 

4. Average chimney temperature—540 F. 


Oil Pump Rate 


5. Boiler pressure—125 psi. 
. 6. A forced draft fan or induced draft fan 
will be used to overcome boiler and wind 


box losses. 


Minimum chimney height is that required 
to clear the flue gases of the highest nearby 
` building or roof; or to clear the highest part 

of the hospital itself to prevent a health or 


Boiler hp 
(Corresponding 
to previous column) 


nuisance hazard. A suggested minimum 
- height is 80 ft above the breeching although 
a minimum of 90 or 100 ft is preferable. 


A round chimney section is preferable 
. to a rectangular section. Where architect- 
ural considerations require a rectangular 
appearance, a circular inside construction 
E is strongly recommended. In addition the 


lb stm/hr 
standby) 


fire underwriters express a strong pre- 
ference for round chimney sections for 


. Q safety reasons. 


lb stm/hr 
(Peak load) 
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continued from page 226 


Welded Wire Mats Meet Transmitter 
Station's Grounding Requirement 

Two special requirements governed 
the structural design of the new 
Naval Transmitting Station in Cut- 
ler, Maine: the Navy specified flush 
reinforced concrete walls with no 


minimum, individually placed rein- 
forcing bars were replaced by 8- by 
10-ft mats of pre-welded wire fabric. 
These were joined by welding cross 
wires of each mat at all laps between 
sheets, on all four sides. Where mats 
a weld was re- 


Technical Roundup 


wire reinforcing and the wire mesh 
with which the columns were 
wrapped. Finally the entire struc- 
tural and reinforcing steel system 
was connected to copper clad steel 
grounding rods around the outer 


crossed columns, 
quired every four feet; and brazed 
"jumpers" were specified at inter- 
vals to assure positive electrical 
connection between the inner and 
outer lines of reinforcing. Rein- 
forcement for the inner, nonbearing 
partitions was similarly welded and 
grounded, as was the ground slab 


wall of the building. These in turn 
were connected to the antenna- 
ground system, completing the elec- 
tronic grounding circuit. 

The project was designed by Hay- 
den, Harding & Buchanan, Inc., of 
Boston, and James W. Sewall Com- 
pany of Old Town, Maine. 

more roundup on page 242 


offsets for columns; and since large 
inside areas of the building were to 
be shielded with copper lining, all 
other metal in the structure had to 
be grounded. 

Although a 10-in. wall would have 
completely encased the steel col- 
umns, the engineers decided on a 12- 
in. thickness, reasoning that the 
greater thickness would ease place- — —- -———- —— 
ment of concrete and add stiffness. 

Given wall thickness, the selection 
of temperature reinforcing should 
be a matter of simple computation. 
But in this case, the design was com- 
plicated by the grounding require- 
ment, which meant that there could 
be no loose metal-to-metal contact 
and that reinforcing members would 
have to be welded at every intersec- 
tion. To keep on-site welding to a 


a" THICK BUTT HUNG 


+ cLoscz| A poor 


LCN i ccs 


inner line of tem- 


Steel workers position 
perature reinforcing behind previously 
placed mat of heavy welded wire fabric 


ek 
VESTIDULE ENTIZANCE DETAILS 


CONSTRUCTION DETAILS 


for LCN Floor Type Door Closer, Shown on Opposite Page 
The LCN Series 2-4-6 Closer's Main Points: 


1. Full rack-and-pinion, two-speed control of the door 

2. Mechanism concealed; lever arm disappearsunder door 

3. Door hung on regular butts, its weight carried inde- 
pendently of closer 

4. Closer easily adjusted or serviced without taking 

5 

6 


Inner and outer mats are welded at laps 

(above), joined by brazed leads. Leads also 

join mats to structural members (below) 

I door down 

. Installed with or without threshold; may be flush 
with threshold or with floor 

. Used with wood or metal doors and frames 


Complete Catalog on Request— No Obligation 
or See Sweet's 1959, Sec. 18e/La 


LCN CLOSERS, INC., PRINCETON, ILLINOIS 


Canada: Lift Lock Hardware Industries, Ltd., Peterborough, Ontario 
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HOWARD JOHNSON 
MOTOR LODGE 
REPORTS: 

"NO COMPLAINTS 


ABOUT 
HOT WATER 
WITH 
WATER HEATERS 
OF 
ALCOA ALUMINUM 


Two Alcoa alloy gas water heaters help keep Howard 
Johnson’s Springfield, N. J., Motor Lodge 98 per cent 
occupied all year-round by providing a plentiful supply 
of hot water in all 36 units. 


The two Ruud-Alcoa water heaters have a high recovery 
capacity of 168 gallons per hour. That means every guest 
in each unit could take a bath or shower simultaneously 
and still have an abundance of 160° hot water. The water 
heaters were installed in September, 1956, when the 
building was constructed, and operate around the clock, 
every day of the year, through 106 outlets. There have 
been no breakdowns or service interruptions. 


In applications where a dependable supply of hot water 
is essential, it pays to specify Alcoa alloy water heaters. 
The aluminum alloy tank is strong, solid and corrosion 
resistant for longer life and freedom from water discolora- 
tion. High thermal conductivity assures rapid recovery 
rate and economical operation. Specially designed units 
meet American Gas Association Laboratories’ require- 
ments. For more information on any application—com- 
mercial, industrial or residential—send in the coupon, 


7 277 لے‎ -i 
Plumbing Contractor: Conners and Morrison, Summit, N. J. 


or write Aluminum Company of America, 1899-D Alcoa 
Building, Pittsburgh 19, Pa. 


Your Guide to the Best 
in Aluminum Value 


ALCOA 


LURBRAINURAA 


For Exciting Drama Watch “Alcoa Theatre," Alter- 
nate Mondays, NBC-TV, and “Alcoa Presents,” 
Every Tuesday, ABC-TV 


- 
| Aluminum Company of America l 
| 1899-D Alcoa Building | 
| Pittsburgh 19, Pa. | 
| Please send me Water Heater Applications of Alcoa Aluminum, the 
| 12-page FREE booklet that tells why Alcoa alloy water heaters outper- 
form other water heaters, gives the easy way to figure hot water require- | 
l ments, lists case histories. l 
| | 
l Name Title 
| Company — Biroot —. - | 
| | 
| City Zone- State | 
ee e xu ال ل‎ ETA » 
ARCHITECTURAL RECORD April 1959 241 


242 


mmm LE. ] Dd 


1111111 


FASTENERS 


Comments of regular users of HUCK FAS- 
TENERS tell the story. 


“70% saving in our assembly cost". 
“50% faster than previous methods". 


"We use them wherever possible be- 
cause of their strength and sealing 
qualities". 


“Every fastener is automatically 
“torqued” identically”. 


“They don’t slip, strip or wear loose”. 


Thousands of smart manufacturers have dis- 
covered that HUCK fasteners are truly the 
BETTER way to do their fastening job. 


So mechanically predetermined is the result 
of the HUCK fastening system that unskilled 
operators can produce professional grade 
work almost immediately, at up to thirty 
fasteners per minute. Materials, sizes and 
head styles to meet your specific requirements. 


Give us your fastening problems, our years of 
experience are at your 
service. 


| MANUFACTURING COMPANY 


CL 


DRW 


9SP 


05 


2480 BELLEVUE AVENUE ٠ DETROIT 7, MICHIGAN ٠ Phone WA. 1-6207 
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Atomic Power Plant Construction 
Progressing Ahead of Schedule 
The country's largest atomic power 
plant, now 65 per cent complete, is 
expected to be in operation in the 
summer of 1960—six months ahead 
of schedule. Already the concrete 
foundation for the reactor “vessel” 
is in place, power lines have been 
strung, an office structure is com- 
pleted and partially staffed, and the 
seventeen-story-high steel sphere 
that will house the reactor looms 
over the surrounding corn fields. 
When finished the plant, with its 
"boiling water" type reactor, will 
produce about 180,000 kilowatts— 
enough to fill the electrical power 
needs of a city of a quarter of a mil- 
lion. The first such facility in the 
U.S. to be built without government 
subsidy, the plant is being built by 
General Electric for the Common- 
wealth Edison Company at a quoted 
price of $45 million. It is located in 
Dresden, Ill., about fifty miles south- 
east of Chicago. 


Boxed Channels Frame Lighting 
Fixtures, Cut School Costs 
A new method of using Junior Chan- 
nels to house lighting fixtures in 
four Denver area schools has re- 
sulted in savings of $25 per fixture 
or $375 per room, according to the 
estimate of architect Roland M. 
Johnson, A.ILA. The boxed 12-in. 
Junior Channels are on 8-ft centers 
and run uninterruptedly through the 
two classroom wings, supporting the 
poured concrete roof and formed 
board ceiling. Inside each are set 
five 4-ft industrial type fluorescent 
fixtures (a total of fifteen to a class- 
room), each shielded by a plastic 
egg crate grid. The exposed chan- 
nels are painted to blend with the 
formed board ceiling and classroom 
trim, and all connections are hidden 
to give a clean appearance. 

more roundup on page 248 


Blackhorse shopping center of Penn Fruit Company, Audubon, New Jersey. Architects: Victor Gruen & Associates, New York City; 


Contractor: McClain Construction Company, Philadelphia. 


— 


Quz 


or write for 


As dramatic in appearance as they are economical and permanent in use, 
glued laminated timber arches by Timber Structures, Inc. are ideal for the 


commercial building that you want to be "different"... and better. 


HIMBER STRUCTURES İNC. 


P. O. Box 3782-A, Portland 8, Oregon 


Division Offices in Ramsey, N. J.; Schiller Park, Illinois; Dallas, Texas 
District Representatives in Major Cities Throughout the United States 
Affiliated Company: TIMBER STRUCTURES, INC. OF CALIFORNIA © Richmond, California 


MEMBER A.I.T.C. AND 
PRODUCERS' COUNCIL 
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continued from page 227 


Matched Moldings for Plastic 

A new process for bonding plastic 
veneers, vinyls, wood and other sur- 
facing products to the aluminum ex- 
trusions from which moldings are 
made makes it possible to match 
moldings to any wall or counter 
surfacing material now on the mar- 
ket. The matched moldings not only 
St. Nicholas Hospital, Sheboygan, Wisconsin eliminate chrome trim, but also re- 
duce installation costs by eliminating 


KO H L ER ELEC TRIC PLA N TS nd vem cmi ا‎ 


e ° . e x the panels snugly, yet permit them 
provide protection against power interruptions to expand and contract, thus doing 


away with the problems of buckling, 


through 34 years’ growth edge curling or joint separation. 

They can be had in every opening 

In 1925, two 1500-watt Kohler Electric Plants were installed in size for joints and edging for any 
St. Nicholas Hospital, Sheboygan, Wisconsin, as stand-by units to size panels between Jis and "is in. 


in thickness. Keller Products, 41 Un- 


take o ritical load tomatically wh t or other e - 
e over critical loads automatically when storms mer in. 507 Magdhaeter N. Y. 


gencies cut off regular electricity. Through the years the electric 
plant installation was expanded as new facilities were added by 
the hospital. 

'Today, in a building covering an entire city block, four 50 KW 
Kohler Electric Plants provide all the electricity needed for un- 
interrupted patients' care whenever normal power is cut off. 

In hospitals everywhere, Kohler Electric Plants insure steady, 
reliable, unattended power for surgery and delivery rooms, and 
all other vital hospital facilities. Sizes to 100 KW, gasoline and 
diesel. Complete manual with suggested specifications sent on 
request. Write Dept. D-59. 


e Kohler installation with two 50R58, 50 KW, 230 volt, 3 phase AC 
models; and two 50R68, 50 KW, 115/230 volt, single phase AC models. 


Troffer Air Diffuser Combination 

The Multi-Vent Troffer, a unique 
fixture designed to help solve heat- 
ing, air conditioning and ceiling de- 
cor problems in commercial and in- 
stitutional buildings, combines a 
drop ceiling, flush fluorescent light- 
ing fixture with a vertically-directed 
air diffuser. It is said to simplify en- 
gineering, reduce initial cost, and 
make possible cleaner, more attrac- 
tive interiors. The low velocity dif- 
fuser panel is attached above the 
lighting fixture and connected to the 
central duct by a flexible tube. The 
troffer is available with louvered, 
KOHLER CO. Established 1873 KOHLER, WIS. baffled, open and glass bottoms. If 
the glass-bottom fixture is used, air 


KO iri L E R KO H L E R is diffused through tiny slots in the 

OF perimeter. The Pyle-National Co., 
1334 N. Kostner Ave., Chicago 51, 
Ill. 


Enameled Iron and Vitreous China Plumbing Fixtures + Brass Fittings 
Electric Plants «+ Air-cooled Engines + Precision Controls 


continued from page 227 
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HOW 


ASSURES YOU BETTER BALLAST VALUE 


ETL checks 12 to 14 specified ballast characteristics 
on all Certified types in production 


by each manufacturer, verifies compliance 


by test... and does it every month! 


ELEL LE- 


HIS is important: Because if any ballast fails to 
measure up, the right to carry the emblem 
“Certified CBM by ETL” is withdrawn. 


What characteristics are checked? The operating 
qualities which the American Standards Association 
has determined will give dependable, rated perform- 
ance from the lamps with which the ballasts are 
designed to be used. These constitute the CBM 
Specification and assure: 


High power factor ٠ High light output » Positive 
starting ٠ Rated lamp life - Limit on heat rise 
» Control for steady light ٠ Quiet operation 


From these qualities come practical benefits: Up to 
2.500 hours more lamp life than with ordinary bal- 
lasts; as much as 4096 more light output; and savings 


on installation . . . with less wire, fewer circuits 
needed for fixtures CBM equipped... fewer fixtures 
for the same level of light. 


For the latest facts on why it pays to specify 
fixtures equipped with Certified CBM Ballasts, ask 
us to send you CBM NEWS. 


ERTIFIED 
ALLAST 


ANUFACTURERS 


2114 KEITH BUILDING 
CLEVELAND 15, OHIO 


Participation in CBM is open to any manvfacturer who wishes to qualify 
2-52 
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RAYNOR 
DOORS 


Overhead Type 


THE MARK lÎ or QUALITY 


Qo e*t 20241] 


solve your most 
difficult Installation 
Problems 


RAYNOR Model VL22 
Vertical Lift Doors 
Solve the Problem 


The loading dock and warehouse above was designed to provide maximum 
storage with instant accessibility. 


To prevent obstructing storage space and lift truck operation, Raynor Vertical 
Lift Doors were specified by the architect. This type of installation takes the 
doors up and out of the way when open and completely eliminates hanging 
horizontal track. 


Contact your nearest Raynor distributor when confronted with unusual or 
difficult installations. There is a door in the Raynor complete line of commercial 
and industrial doors to meet all situations. If custom engineering and special 
construction is necessary, the Raynor engineering department and modern 
door manufacturing facilities will help you solve your most difficult problem. 


Find Your 
RAYNOR DISTRIBUTOR 

n The | 
Yellow Pages | 


CO. 


SEE OUR 
EB See our complete catalog in Sweet's File 
ححا‎ 


RAYNOR MFG. 


DIXON, ILLINOIS 
Builders of a Complete Line of Wood Sectional Overhead Doors 
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Product Reports 


Splayed Tile Base Shapes 

Wheeled equipment is prevented 
from marring wall surfaces by 
splayed base shapes newly added to 
the *6T" Vitritile facing tile series. 
The new shapes feature a 3-in. in- 
clined projection outward from the 
base of the wall. All six available 
units measure 51%¢ in. in height, and 
come in black, dark green and brown 
trim shades or the manufacturer's 
standard tile colors. They can be 
used with any wall surface, including 
plaster. Natco Corp., 327 Fifth Ave., 
Pittsburgh 22, Pa. 


Wear-Resistant Floor Enamel 
A new non-toxic isocyanate floor 
enamel for concrete surfaces is said 
to offer maximum toughness, flexi- 
bility, and abrasion and impact re- 
sistance. In a one-year performance 
test, the enamel was applied to a 
portion of a school cafeteria where it 
was trampled by seven hundred 
children each day. The photo above 
shows the deterioration of a conven- 
tional floor finish (left) versus the 
unmarred surface of the Durethane 
enamel next to it. The enamel has 
two components—a clear liquid and 
a tile red, pewter gray or cruiser 
gray color component—which are 
combined in equal parts just before 
applying the finish with brush, 
spray or roller. Two coats are rec- 
ommended. Pittsburgh Plate Glass 
Co., 632 Ft. Duquesne Blvd., Pitts- 
burgh 22, Pa. 

more products on page 264 


0 
ad E 
"MITTIT 


| 


The dramatic facade of this new Cleveland office-warehouse of 
E. R. Squibb & Sons, Division of Olin Mathieson Chemical Corporation, 
consists of 4' x 8' panels of translucent ivory PLEXIGLAS. 
Fluorescent tubes behind the panels provide complete luminosity at night. 
Letters and trademark reproductions are also PiExicLAs. Architects: 
Toombs-Amisano & Wells, Atlanta, Ga. Builder: Gillmore-Olsen Co., Cleveland. 


Beautify and Identify with D 


The luminous facade shown above is just one of the many 
ways PLEXIGLAS® acrylic plastic is being used in building 
applieations. Others are dome skylights, lighting diffusers 
and lenses, signs, daylight-control panels, spandrels, parti- 
tions, and decorative glazing. The reason for this variety of 
uses ? PLEXIGLAS combines light transmission with wide color 
range, outdoor stability, light weight, resistance to breakage, 
and ability to be formed to almost any shape. Write for the 
names of building products made of PLEXIGLAS, and for tech- ^ i Canada: Rohm & Haas Co. of Canada, Lid., West Hill 
nical information and assistance on your specific projects. Crystal Glass & Plastics, Ltd., Toronto 


Chemicals for Industry‏ ص 
ROHM € HAAS‏ 

E COMPANY 

WASHINGTON SQUARE, PHILADELPHIA 5, PA.‏ ے 
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Product Reports 


ROTARY SPRAY AIR MIXING. 
ELIMINATOR CHAMBER CHAMBER 


Y JL ALT کک‎ 
/ li چ‎ 
AXIAL FAN T 
/ WATER AND NN 3 Ned 
DRAIN SUPPLY CONNECTION MOTOR unt ben 
RETURN AIR 


Industrial Air Conditioner 

The Rotaspray Weathermaker, a new 
central air conditioning device for 
textile and other industrial plants, 
takes only one-third the space of 
present equipment, provides more 
accurate control of humidity, and 
virtually eliminates system cleaning 


and maintenance. In operation, air 
drawn into the Rotaspray’s cubical 
mixing chamber is sent through a 
“hurricane” of atomized water parti- 
cles to a rotary eliminator wheel 
which removes water droplets, lint 
and other foreign matter before air 
leaves the chamber to enter the duct 
system for distribution. The water 
and entrained particles then drain 
from the self-flushing cylinder to a 
single separation tank serving all 
units. After the waste material has 
been separated from the water, the 
water is recirculated to the air condi- 


Concentrate Responsibility... 


Seep 
Dumb Waite rs 


and 


SEDGWICK 
Dumb Waiter 


iw 2 لكش‎ ee. 


mi TE pi 
are Doors 
xv | 4 When you select a Sedgwick Dumb Waiter, 


| 

| 

| 

| 

| 

| 

| 

| 

| 

| 

| 

| 

| you get a completely integrated installation — 

| including dumb waiter doors — designed, en- 

|  gineered, manufactured and installed by Sedg- 

| wick. 

| This places the responsibility for the entire 
—, | installation in the hands of one supplier — cut- 
"p x ting in half the red tape, contracts and ap- 

f provals, and eliminating your coordination of 
door and dumb waiter design and erection. 
Furthermore, all equipment is shipped at the 
same time, saving shipping and handling costs. 
The same mechanics install both doors and 
dumb waiters. 

Sedgwick Dumb Waiters and Doors are 
available in a complete range of modern, im- 
proved types and standard sizes that can be 
adapted to fit requirements exactly. 

(See standard specifications and layouts in SWEETS 33a/Se) 

Doors are manufactured in bi-parting, slide- 
up, slide-down or hinged arrangement. Also 
access and clean-out doors. (Underwriters’ 
Labelled where required.) Send today for 
complete literature and specifications. 


. 
CK MACHINE WORKS 
142 W. l4th Street, New York 11, N. Y. 
O Please send general information 
O Please send specific recommendation 


Other Sedgwick Products 
* SIDEWALK ELEVATORS 

X FREIGHT WAITERS 

* RESIDENCE ELEVATORS 

* "STAIR-TRAVELORS" 


NATIONWIDE SERVICE 


on: 


NAM 
AUDRESSS. C. ——Á——— — Su 
GG, ——— ا‎ 
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tioner. The compact Rotaspray may 
be suspended from the ceiling, hung 
from a wall or located on the roof. It 
does not require a shelter. Carrier 
Corp., Syracuse, N. Y. 


Air Conditioning Control Console 
The Selectografic Supervisory Data- 
center, a miniaturized heating and 
air conditioning control console, is 
designed to enable a building engi- 
neer to remain seated while he moni- 
tors and adjusts building tempera- 
tures. The compact console (4 ft 
high and wide by 2 ft deep) includes 
an 11 by 16 in. projection screen for 
slides containing system diagrams, 
floor plans or other building or 
maintenance data; up to 35 pushbut- 
ton switches depending on the num- 
ber of systems to be controlled; a 
clock, a temperature indicator and 
an intercommunications unit. Min- 
neapolis-Honeywell Regulator Co., 
Commercial Div., 2747 Fourth Ave., 
Minneapolis 8, Minn. 


Improved Instantaneous Heater 
An extra-large steam entrance area 
beyond the tube bundle of a new line 
of Ross instantaneous heaters is said 
to prevent tube damage by impinge- 
ment, thus prolonging tube life. Des- 
ignated Type W-100, the units are 
of compact, simplified design, with 
removable, pull-through tube bun- 
dles. Standard construction consists 
of rugged steel shells, cast iron bon- 
nets, and seamless, copper alloy U- 
tubes. Available in 128 sizes, the 
heaters can be used for practically 
every water heating requirement. 
American-Standard, Industrial Div., 
Detroit 32, Mich. 

more products on page 268 


ARCHITECTS: VOORHEES. WALKER. SMITH. SMITH AND HAINES 


OLIN ALUMINUM HELPS FORD 
CUT BUILDING AND MAINTENANCE COST 


At Ford Motor Company's Engineering and Research Center in Dearborn, the clean sweep- 
ing facade is achieved with curtain walls fabricated from Olin Aluminum. Ford cuts upkeep 
cost year after year because aluminum needs no painting, minimizes maintenance. And, 
aluminum saves construction time and money ... esthetically blends with any modern design. 
Our trained consultants welcome the chance to help you use aluminum most advantageously. 


Metals Division—Olin Mathieson Chemical Corporation, 400 Park Avenue, New York 22, N.Y. 


foes 


Q Symbol of New Standards of Quality and Service in the Aluminum Industry 9 1S A REGISTERED TRADEMARK 
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Product Reports 


Adhesive for Foamed Polystyrene 

A new non-flammable mastic adhesive 
bonds rigid and semi-rigid expanded 
polystyrene foams to themselves and 
to other materials such as wood, con- 
crete, metals, etc. Since the new for- 
mulation, trade-named Bondmaster 
G459, is water-dispersed, all danger 
of solvent attack on susceptible pol- 
ystyrene foam cells is eliminated. 
Bonds made with the new adhesive 
are said to resist humidity and freez- 
ing temperatures, and to maintain 
strength throughout a temperature 
range of from —35 degrees to +250 


degrees F. The water-based adhesive 
may also be used for bonding insu- 
lating and sound-deadening mate- 
rials, and other porous or fibrous 
substances. Rubber & Asbestos Corp., 
Dept. P, Bloomfield, N. J. 


Improved Fluorescent Lamp Ballast 
Formerly supplied in twin containers 
as a ballast and auxiliary, an im- 
proved ballast for two 96- or 72-in. 
SHO, VHO or Powergroove lamps 
now comes in a single container. The 
new construction is 40 per cent 


CARRIER CORPORATION 
Dewitt, N. Y. 


Architect: 
Schmidt, Garden & Erickson 


10 ELLISON BALANCED DOORS 


in the entrances to this modern building 


TR icon BRONZE CO., INC. 


268 


representatives in 72 principal cities in U.S., Canada and Puerto Rico 


Ye BALANCED DOOR 


ARCHITECTURAL RECORD April 1959 


Jamestown, New York 


smaller and 40 per cent lighter, and 
is said to have a perfect sine wave 
shape with a 1.4 crest factor that as- 
sures 100 per cent light output plus 
full rated lamp life. The lower watt 
loss gives the user a bonus equiva- 
lent to an increase in overall effi- 
ciency of 8 lumens per watt. Ad- 
vance Transformer Co., 2950 North 
Western Ave., Chicago 18, Ill. 


Fire Retardant Paint 

An interior flat enamel that is said 
to compare in appearance with fine 
architectural finishes has been given 
a fire retardant rating in Underwrit- 
ers’ tests. Available in seven colors 
and white, the new fire retardant 
paint is expected to be particularly 
useful in stair wells and furnace 
rooms of homes, as well as in plants, 
offices, ships, hospitals, schools, ho- 
tels and apartment houses. It can be 
applied by brush, roller or spray 
gun, and is most effective when used 
on new or unpainted surfaces. Three 
coats are recommended for optimum 
results. E. I. du Pont de Nemours 
& Co., Wilmington, Del. 


Ceiling-Mounted Hospital Light 

The Astrilite, a new ceiling-mounted 
patient room light, is said to com- 
bine improved illumination with sub- 
stantial economies for hospitals. Ac- 
cording to the designers, the three- 
compartment fluorescent unit pro- 


vides four levels of illumination. 
Soft, general room light or high- 
level light for reading and close work 
are provided from the head-end com- 
partment; full bed-length light is 
available for examination or surgical 
preparation; and a safety night light 
at the foot-end of the fixture adds to 
nursing convenience and patient 
comfort. Savings are attributed to 
decreased maintenance time, the 
smaller current consumption of fluo- 
rescent tubes, and a simplified wir- 
ing system. American Sterilizer Co., 
Erie 6, Pa. 

more products on page 272 


HUSKY 


150-LB. WELDING FITTINGS 
HAVE 


... TWICE THE LIFE! | 


1 
1 


( b 


Straight Tees — No. 211 
2" through 6" 


90° Elbows — No. 207 
2"through 6" 


Reducing Tees—No. 211R 
2" x 2" x 3/4” through 
6” x 6” x 5” 


Reducers— No. 201 
2" x 1-1/4" 
through 6" x 5" 


45? Elbows — No. 206 
2" through 6" 


HUSKY SYSTEMS ARE STRONGER — 
because nothing is cut away from the pipe to form 
threads. This means that Husky fittings provide 
a "double strength" system without weak links 
at each fitting joint. 


HUSKY SYSTEMS ARE COMPETITIVE 
In nearly every instance Husky welding fitting in- 
stallations cost the same (or less) than those using 
threaded fittings because of time saved in joining. 


LALAL ILLI ID D E 8 NE EM E. 
SEND FOR FREE CATALOG 
NIBCO INC., Dept. JS-2104, Elkhart, Indiana 


Please send your new Husky Catalog H-1 without cost 
or obligation. 


HUSKY IS THE FIRST! 
'There are no other fittings on the mar- 
ket specifically designed to weld normal 
150 Ib. steel piping systems. 


name 


SEE HUSKY AT THE SHOW firm 
National Plumbing — address 
Heating — Cooling Exposition ey =o 


May 31 — June 3 
Miami Beach, Florida 
BOOTH 320 i 


[] Please also send address of nearest supplier. 
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rolling 
steel 
doors 


eim. 


O provide the security 


B eee uo d 
EX and durability of steel 
warehouses The all steel construction of Balfour 


Rolling Doors assures long, maintenance-free 
life and provides the maximum protection 
against fire, vandalism, wind, and corrosion. 


save so much space 


Balfour Doors coil into compact overhead units. 
Areas above door openings can be utilized 
for windows, skylights, loading chutes, lifts 
or crane rails... adjacent areas remain 
free for passage doors, windows, 
checking booths, offices, etc. 


pier sheds 


are so versatile 


Easily installed and adaptable to all 
building conditions, Balfour Rolling Doors 
are custom manufactured to specific 
opening requirements with either 
motor or manual operation. 


Many openings in your next building project 
can best be closed with Balfour Rolling Steel 
Doors. For additional information see our cata- 
log in Sweet's, contact your local Balfour rep- 
resentative, or write: 


manufacturing plants 


WALTER BALFOUR & CO. INC., 


steel service doors 
automatic fire doors 
Pygmee counter doors 


steel grilles 


rolling 
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BROOKLYN 22, N.Y. 


Office Literature 


continued from page 228 


Marcolite Skylights 

(A.I.A. 12-j) Details sizes, styles, 
mounting methods for eight models 
of aluminum and fiber glass panel 
skylights. The Marco Company, 45 
Greenwood Avenue, East Orange, 
New Jersey* 


Industrial Burners 

(A.LA. 30-G) Folder 5807 describes 
and illustrates the AirRing series of 
industrial burners with built-in fuel 
and air systems. 4 pp. Iron Fireman 
Mfg. Co., 3170 West 106th St., Cleve- 
land 11, Ohio* 


Aluminum Expansion Joint Covers 
(A.LA. 4-E-11) Details complete 
line of aluminum expansion joint 
covers for interior floors, walls and 
ceilings, and exterior walls. Catalog 
7, 4 pp. Architectural Art Mfg. Co., 
3239 N. Hillside, Wichita 14, Kan. 


The Free Access Floor 


Contains drawings, illustrations, 
specifications, typical installations 


and elevations, and a discussion of 
the support assembly for Elaflor ele- 
vated aluminum flooring for com- 
puter rooms and other business ma- 
chine areas. 8 pp. Liskey Aluminum, 
Inc., Box 506, Glen Burnie, Md. 


Condensed Style Catalog 

Reviews complete line of plumbing 
fixtures and related items. 36 pp. 
Universal-Rundle Corp., New Castle, 
Pa.* 


Aluminum for Architecture 

(A.I.A. 15-J) Contains design infor- 
mation on architectural applications 
of aluminum, including a detailed 
listing of the properties and uses of 
aluminum alloys, and a section on 
special finishes available. 12 pp. Olin 
Aluminum, Metals Div., Olin Ma- 
thieson Chemial Corp., 400 Park 
Ave., New York 22, N. Y.* 


Reznor Space Heaters 

Gives complete engineering data, 
construction details and specifica- 
tions on redesigned line of heavy 
duty space heaters. 8 pp. Reznor 
Manufacturing Co., Mercer, Pa.* 


Sliding Door Hardware 

(A.LA. 27-A) General information 
on features, installation and packag- 
ing of each series of sliding door 
hardware is supplemented by photos, 
details, specifications and ordering 
data. Catalog Section I, 68 pp. Grant 
Pulley and Hardware Corp. New 
York, N. Y. 


*Additional product information in 
Sweet's Architectural File, 1958 
more literature on page 284 


announces new... 
BIG DUCT 


سے 
IR UNDERFLOOR WIRING SYSTEM‏ 
J |‏ 


كت 
A‏ 


EV 3 Large-capacity duct meets 


z— 6 : : 

a Ww growing electrical needs 

b 

x > bu NUNC lee 
D L EN A — e answer tor 2 3 Modo et ed ee e 
b O Nini HOUSING 2 capacity than you can get with a standard-size, single-level duct sys- 
Eh b D GHA tem. It’s General Electric’s new single-level steel BIG DUCT system, 


Z 
y 


utilizing duct with an 8L4-inch cross-sectional area, The system in- 


cludes boxes, components, and accessories necessary to utilize BIG 


E 


= DUCT either by itself or in combination with the G-E single-level 


standard duct. 


Junction boxes have been provided to accommodate runs of BIG 
DUCT as well as several combinations of BIG DUCT and standard 
duct. All height and leveling adjustments are made outside the box 
making it unnecessary to remove the cover. Duct entrances have been 
spaced so that, by using plugs and/or reducers, the new system may, 


if necessary, be used in connection with the duct and boxes of the 


3 ! < G-E singletlevel standard duct system. The new General Electric 
^ INSERT ingle-lev : ANTT = Asr 
q SERTI single-level steel BIG DUCT system can be installed in any type of 

DUCT END CAP. floor construction that has a minimum fill thickness of three inches. 


È NZ Progress fs Our Most Important Product 


== GENERAL @@ ELECTRIC 


installation requirement 


OD o LLL O OOOO ME 
Mu. VE T 

i WE 08 601211 dM روح ون‎ General Electric Company l 

4 RT t get t Conduit Products Department, Section CU-87-44 | 

Bridgeport 2, Connecticut | 

1 I 

l Please send me full information on: | 

1 OG.E.'s new BIG DUCT wiring system and single- and two-level steel under- l 

I floor wiring systems. l 

l OG.E.'s outstanding cellular-steel floor wiring system. l 

- Name. | 

l Title. | 

E | Company | 

4. The G-E cellular-steel floor wiring system | ue | 

which permits outlets in every 6 inches of | ir: | 

floor area. -— 
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and 


Reuten Tru-Bow 
124 - 0C 


TRU-BOW 
TRU-WALL 


REUTEN TRU-BOW or TRU-WALL windows 
add dramatic, graceful exterior lines to any house. 
They permit unlimited expression of interior deco- 
rating ability. 

Designs range from extreme fine-lined “Colonial” 
to the massive ruggedness of “Modern.” REUTEN 
windows are available in over sixty combinations 
of styles, pane shapes, and vent positions. Some 
are designed for insulated glass. 

Construction details include weathertight, smooth- 
fitted, “dovetail” joints... WOODLIFE treatment 
to resist age and insects . . . interior screens and 
storm panels on vents... custom quality at assem- 
bly line costs. 

Additional information in Sweet’s Architectural 
File 17c/Re, Sweets Light Construction File 
6c/Re or write: 


FRED REUTEN INC. 


GL OST ER. N EW JERSEY 


284 ARCHITECTURAL RECORD April 1959 


Office Literature 


Ideas In Action 

Report No. U7-4 cites advantages 
of hanging beam bottoms with steel 
strapping, and gives charts and dia- 
grams explaining how to calculate 
the size and spacing of straps for 
handling beam formwork. 6 pp. Acme 
Steel Co., 135th St. and Perry Ave., 
Chicago 27, Ill. 


Haskelite Laminated Panels 
Illustrates laminated structural pan- 
els and their uses. 8 pp. Haskelite 
Mfg. Corp., 701 Ann St, N. W. 
Grand Rapids 2, Mich. 


Acoustical Products 

(A.I.A. 39-B) Presents physical and 
acoustical characteristics, including 
flame resistance, light reflectance 
and sound absorption coefficients, of 
several types of acoustical products, 
Installation details are included. 8 
pp. Acoustical Products Div., Bald- 
win-Hill Co., 500 Breunig Ave., Tren- 
ton. 2, N. J. 


Louverdrape Brochure 

Outlines advantages of vertical 
blinds as window treatment, and 
gives data on light control, air con- 
trol, heat reflectivity, heavy duty 
hardware, and fabrics. 16 pp. Verti- 
cal Blinds Corp. of America, 1936 
Pontius Ave., Los Angeles 25, Calif. 


RS Panels 

(A.I.A. 17-A) Gives detailed infor- 
mation and specifications on RS cera- 
mic tile faced, insulated curtain wall 
panels. 10 pp. Ceramic Tile Panels, 
Inc., 217 4th St., N.E., Canton 2, 
Ohio* 


Saraloy 400 

(A.I.A. 12-H) Bulletin 153-87 dis- 
cusses advantages, physical charac- 
teristics and specifications for Sara- 
loy 400 pliable plastic sheet flashing. 
4 pp. Plastics Sales, The Dow Chem- 
ical Co., Midland, Mich.* 


Smithcraft Area Illumination 
Catalog offers complete selection in- 
formation on basic standard equip- 
ment used in flexible new ceiling 
lighting system. Smitheraft Light- 
ing, Chelsea 50, Mass.* 


Weis Compartments 

(A.I.A. 35-H-6) Full-color illustra- 
tions and detailed descriptions of 
Weis toilet compartments in porce- 
lain and baked enamel finishes are 
supplemented by “chips” of avail- 
able colors. Henry Weis Mfg. Co., 
Inc., Elkhart, Ind. 


*Additional product information in 
Sweet's Architectural File, 1958 
more literature om page 288 
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Unique all-aluminum folding grids in 100 sq. ft. 
units cut installation time 8,000 man hours... 
provided wall-to-wall illumination with low 
brightness quality 


Installing a lighting system so flexible it can adapt to any internal 
building change without relocation is quite a feat. But when 
that is accomplished at important savings it calls for exceptional 
engineering ingenuity. That's what Curtis Visioneers achieved 
with a special custom-made aluminum folding grid system 
at Reynolds Metals Company, Richmond, Va. The unique 
folding “packages” made it possible to install 100 sq. ft. of 
lighting at one time. Result: a saving to Reynolds of an estimated 
8,000 man hours, or approximately $50,000. A wall-to-wall 
ceiling of light was created with a beautiful satiny aluminum 
lighting tone of low brightness quality. Over-all ceiling illumina- 
tion solved the problem of how to obtain stationary lighting for 
a 100,000 sq. ft. area, even though wall partitions would be 
moved in the future. Write today for the name and address of the 
Curtis Visioneer in the principal city nearest you. Curtis Light- 
ing, Inc., 6135 West 65th St., Chicago 38, Ill. In Canada: 195 

Wicksteed Ave., Toronto 17, Canada. 


CURTIS 


Visioneers in Planned Lighting 


Fees 


EL Mir "Uh 


1 Here is the new home of Reynolds Metals Company, Richmond, Virginia. It is dra- 
matically placed at the end of a reflecting pool bordered by willow oaks. The classic 
beauty of the building is enhanced by this unusual setting. Architect: Skidmore, 
Owings & Merrill; Consulting Engineer: Ebasco Services, Inc. 


5 


= Large office areas are as effectively illuminated as small areas with a high degree 
of visual comfort assured. In this special Curtis grid installation, aluminum materials 
were used throughout. Maintenance features of the system include ease of relamping, 
ready access to wiring, and simple replacement of the ballasts. 


FOLDING WALLS HELP INCREASE CONVENTION - 
BUSINESS AT ATLANTA'S BILTMORE 


UNITFOLD® 
FOLDING 


Atlanta’s explosive growth as a convention city 
is responsible for the all-new 10th floor of the 
Biltmore. 7 of 11 meeting rooms, designed for 
conferences or private dining, are connected 
with Unitfold Folding Walls. These areas can be 
varied to serve groups from 25 to 160 persons. 


In the example above, Unitfold is faced with the 
same paper as the permanent walls (photo 1). 
Photo 2 shows Unitfold withdrawn and entirely 
hidden in the pockets at right; contrasting 
pocket doors add interest to room decor. Photo 
3 demonstrates that there are actually two 
walls, separated by air space. All the Biltmore walls are of this type — one of 
the Fairhurst features that means the highest sound retardance known in mov- 
able walls. Note close clearance at column. This is Unitfold — solid, rigid, with 
all the characteristics of a permanent wall. 


Write Dept: AR for free information and estimates 


John T. Fairhurst Co., Inc. B 


45 West 45th Street New York 36, N. Y. 


FAIRHURST . . . First Name in Folding Walls ! 
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Office Literature 


Porcelain Enamel Panels 

(A.I.A. 17-A) Three four-page bro- 
chures contain detailed information 
—suggested specifications, installa- 
tion data, sizes, colors and patterns, 
etc.—on AllianceWall line of veneer 
and insulated porcelain enamel on 
steel panels. AllianceWall Div., Alli- 
anceWare, Inc., Alliance, Ohio 


Masonite Panel Products 

a a TOR Interior Applications 
(A.I.A. 23-L) contains tables show- 
ing properties and available sizes, 
descriptions of various hardboard 
types, directions for working with 
Presdwood, application details and 
architectural specifications. 20 pp. A 
similar eight-page guide on exterior 
applications is also available. Serv- 
ice Bureau, Masonite Corp., 111 W. 
Washington St., Chicago 2, IU. 


Nevamar Color Selector 

(A.I.A. 35-C-12) Contains full-color 
illustrations of patterns and wood- 
grains in Nevamar line of high-pres- 
sure laminates. 4 pp. Dept. CS, The 
National Plastic Products Co., Oden- 
ton, Md. 


Alumiline Entrance Catalog 
(A.I.A. 16-E) Includes illustrations 
and sectional views of complete line 
of doors and entrance frames, slid- 
ing doors and specialty custom prod- 
ucts. 16 pp. A similar Store Front 
Catalog (A.I.A. 26-D) is also avail- 
able. The Alumiline Corp., 10 Dun- 
nell Lane, Pawtucket, R. I. 


Decorative Tubing 

Describes new decorative aluminum 
tubing embossed in stucco, diamond, 
leather, square and pebble patterns. 
4 pp. Kaiser Aluminum & Chemical 
Sales, Inc., Dept. NR-29, 919 N. 
Michigan Ave., Chicago 11, Ill. 


Design and Specification Handbook 
(A.I.A. 15-R-1) Gives selection in- 
formation and specifications on cast 
and fabricated ‘“three-dimensional” 
metal letters and building special- 
ties. 54 pp. Nelson-Harkins Indus- 
tries, 5301 North Kedzie Ave., Chi- 
cago 25, Ill. 


Thermostatic Mixing Valve 
Describes and illustrates Simix line 
of precision thermostatic water mix- 
ing valves. 12 pp. Abigo Co., 45 West 
81st St., New York 24, N. Y. 


Literature Requested 

Dr. Ing. Cesare Bachi, Casella 3637, 
Milano A.D., Italy 

* Additional product information in 
Sweet's Architectural File, 1958 


then you must see the Westinghouse Elevator 
“30-Minute PRE-INVESTMENT Eye-Opener" 


YOU CAN JUDGE FOR YOURSELF THE BENEFITS 
OF THESE MODERN ELEVATORS! Every executive 
who has witnessed this demonstration has been impressed 
by the automation Westinghouse has built into elevator- 
ing. If you are one of the building executives who is plan- 
ning to build—or modernize—see this eye-opening 
demonstration. 

Just 30 minutes of your time now can show you what 
Westinghouse research and development in elevatoring 


can do for the efficient operation of your building for the 
years ahead. 

Actually experiencing this 30-minute eye-opening dem- 
onstration will make you confident that your decision for 
this major capital investment is sound. Make arrange- 
ments now by writing on your letterhead to: R. H. Wag- 
ner, General Manager, Westinghouse Elevator Division, 
150 Pacific Avenue, Jersey City 5, New Jersey—or call the 
Westinghouse Elevator Division office in your city. 


WESTINGHOUSE ELEVATORS AND ELECTRIC STAIRWAYS 


you CAN BE SURE... ir ITS V Vestinghouse 


498766AA 
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PUBLIC SAFETY 
FOR SCHOOLS 
& COLLEGES... 


- 


— 739 


PROVIDE MAXIMUM 
PROTECTION AGAINST FIRE 
with GAMEWELL FLEXALARM! 


Schools and Colleges, like all public buildings, have special requirements 
for fire alarm systems and fire defense. 
No combination or “catch-all” system can really give adequate protection! 
Maximum fire alarm coverage must provide 24-hour protection, be properly 
zoned, and engineered to life hazard and fire defense plans. 
Flexalarm is the modern, all-in-one fire alarm system that can be precisely 
tailored to your building and its requirements. It features building-block 
design and unit type components for simplicity in satisfying all types of 
construction, fire codes and life hazards. It is easy to specify and economical 
to buy because of extensive pre-engineering and simplified unit-by-unit in- 
stallation. Saves money all down the line . . . all from one source, one line 
of equipment — with complete engineering help if needed. 
Send for New Flexalarm Manual. Clients and customers expect the best in 
fire alarm protection. This specialized, easy-to-use Manual will help you 
give them maximum protection against fire. Send for your copy, today. 
Ask for catalog F249. 


GA 8-11 
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Gamewell Fire Alarm Systems 
For All Types of Life Hazards 
and Fire Defense Plans 


THE GAMEWELL COMPANY 


Dept. BB, Newton Upper Falls 64, Mass. 
Flexalarm 
Dualarm 
Localarm 
Sprinkler Watchman 
Master Box 
Direct Municipal Connections 
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On the Calendar 


April 


1 


1 


3 


f 


-4 


Off 


12-17 


13-17 


14-15 


26-30 


May 


1 


3 


-7 


-6 


28th Annual Meeting, Inter- 
Society Color Council—Hotel 
Statler-Hilton, New York 
Exhibition of work of Joan 
Mirò; through May 10—Mu- 
seum of Modern Art, New York 
79th Annual Convention, Mich- 
igan Engineering Society— 
Student Union Building, Uni- 
versity of Michigan, Ann Ar- 
bor 

Fifth Nuclear Engineering 
and Science Conference, Sev- 
enth Hot Laboratories and 
Equipment Conference, and 
Seventh Atomic Energy in In- 
dustry Conference—Public Au- 
ditorium, Cleveland 

Eighth Annual Meeting, Build- 
ing Research Institute—Penn- 
Sheraton Hotel, Pittsburgh 
“Architecture: Man’s Space,” 
exhibition co-sponsored by 
Wisconsin Chapter, A.I.A., and 
Milwaukee Art Center ; 
through May 17—County War 
Memorial Building, Milwaukee 
21st Annual Convention, Na- 
tional Association of Architec- 
tural Metal Manufacturers— 
Monteleone Hotel, New Or- 
leans 

South Atlantie Regional Con- 
ference, A.I.A.; Theme: “The 
Architect in this Technical 
Age"—Aboard MS Italia, 
Charleston, S. C.-Nassau 
Fourth Biennial Conference on 
Electric Heating, sponsored by 
American Institute of Electri- 
cal Engineers—Bellevue-Strat- 
ford Hotel, Philadelphia 

11th Annual National Engi- 
neering Conference—Dinkler- 
Tutwiler Hotel, Birmingham 
Great Lakes Regional Confer- 
ence, A.I.A.—College of Archi- 
tecture and Design. University 
of Michigan, Ann Arbor 

28th Annual Conference, 
American Institute of Decora- 
tors—Plaza Hotel, New York 


Annual Convention, Royal 
Australian Institute of Archi- 
tects—Brisbane, Queensland 
Annual Meeting, Air-Condi- 
tioning and Refrigeration In- 
stitute—The Homestead, Hot 
Springs, Va. 

Eighth Annual Convention, 
National Parking Association 
New Orleans 


continued on page 300 
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SPECIAL 
ENGINEERING 
FEATURES 


* As shown in drawing, 
doors rise into false 
ceiling and are 
completely invisible. 
When lowered, doors 
become functional, 
sound-deadening walls. 
Doors are flush, with 
decorative hardwood 
paneling both sides, and 
sound-insulating cores. 
To preserve clean 
architectural beauty, 
tracks, hinges and 
struts are concealed. 


In Halle Bros. department store, Cleveland... 


upward-acting door-wall 
idea lets corridor do 
extra duty 


This special opening problem called for design of a “movable wall" 
installation . . . to quickly convert a wide corridor into extra space for 
selling or other store activities. Working with the engineering staff of 
Overhead Door Corporation, the architect solved this problem 

with The Original “OVERHEAD Doon"— providing a series of upward- 
acting sectional door-walls that rise into a false ceiling. 


This disappearing door-wall idea is one of many special door jobs 
expedited by architects all over the nation, with the help of 
factory-trained personnel from Overhead Door Corporation and its 
distributors. In problems requiring doors of any size, shape or weight 
... in wood, aluminum or steel . . . for commercial, industrial or 
residential use . . . the “OVERHEAD Door” specialists follow through 
with responsible, warranted service. 


To save spec writing and drafting time on any special opening 
problem, see your local distributor of The “OVERHEAD Door” 
(or Sweet’s “A” file) for our upward-acting door specification catalog 
. . . With complete drawings . . . prepared by architect consultants. 
Learn from your distributor why, for over 38 years, architects have 
specified The “OVERHEAD Door” more than any other brand. 


The “Overhead Door" made only by 
OVERHEAD DOOR CORPORATION 


Originator and perfecter of upward-acting sectional doors 


GENERAL HEADQUARTERS: 
Hartford City, Indiana 


MANUFACTURING DISTRIBUTORS: 
Cortland, N.Y. e Hillside, N. J. 
Lewistown, Pa. e Marion, Ohio 
Nashua, N. H. 


MANUFACTURING DIVISIONS: 
Dallas, Texas ٠ Portland, Ore. 


In Canada: Oakville, Ontario 


© 1959, O. D.C. 
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4-6 Third Annual Convention, Con- 
| struction Specifications Insti- 
tute—Palmer House, Chicago 
4-6 “The ACTION Program for 
the American City," national 
urban renewal conference cc- 
sponsored by ACTION and 
Newark Economie  Develop- 
ment Committee — Newark 
| 4-8 National Convention (second 
| of three in 1959), American 
| Society of Civil Engineers— 
Cleveland 
13ff “Recent Sculpture, U.S.A.” ex- 
hibition; through August 16— 
Museum of Modern Art, New 
York 
14 Industrial Conference, Society 
of Industrial Realtors—Pitts- 


TE I 


| burgh 
| 20-21 Conference on LE.S. lighting 
recommendations, conducted 


by Building Research Insti- 
tute Statler-Hilton Hotel, 
Cleveland 


DUCT and RISER | 
ENCLOSURES 


Office Notes 


I230mce Opened m1, Ss 
| Douglas Honnold, F.A.I.A., John 
Rex, F.A.LA., Architects and Asso- 
ciates, announce the opening of their 
new offices at 9026 Melrose Ave., Los 
Angeles. 


... faster, cleaner installation 
. . . lasting finished beauty RECON Sh T 
A. Epstein and Sons, Inc., Engi- 
neers, 2011 W. Pershing Rd., Chicago 
| 9, announces the election of Ralph J. 
Epstein as a vice president. Mr. Ep- 
stein has been with the firm since 
1934. 

Gordon Ferguson and Donald P. 
Stevens of Ferguson, Stevens & As- 
sociates, Architects-Engineers, an- 
nounce the addition of two partners, 
Robert G. Mallory and George Clay- 
ton Pearl, both architects, and the 
change of the firm name to Ferguson, 
Stevens, Mallory and Pearl, Archi- 
tects-Engineers. Address: 115 Am- 
herst Dr., S.E., Albuquerque, N. M. 

Hartman-Strass, Inc., Consulting 
Engineers, is the name of the firm 


... complete accessibility 
plet ibilit 


Installing Met-L-Wood riser enclosures, air 
ducts, convector covers and paneling benefits 
everyone connected with the job: 

Architects and contractors plan on sub- 
stantial installation time savings and know 
that smooth, uniform Met-L-Wood needs only 
paint to finish after installation. 

Building management not only gets a clean, 
durable installation, fast; but is also assured 
of low-cost accessibility to pipes and other 
equipment without enclosure replacement 
expense. 

Met-L-Wood units are pre-formed, ready 
to install with minimum labor. When finished, 
Met-L-Wood sections match perfectly with 


conventional walls and ceilings. formed by the association of the Jer- 

Whether you plan new construction or | ry Donohue Engineering Company, 
remodeling, write for literature now and Sheboygan, Wis. and Robert J. 
learn all the advantages and economies you Strass, Inc., Milwaukee. The princi- 
gain with Met-L-Wood. pals are Robert J. Strass, president, 


and Bruno J. Hartman, executive vice 
| president. Main office: 225 E. Michi- 
® | gan St., Milwaukee. 

M E T- L Ju W 0 ij D 6755 W. 65th Street | Magney, Setter, Leach, Lindstrom 
and Erickson, Inc., is the new name 

. 3 of the firm formerly known as Mag- 
CORPORATION | ney, Tusler and Setter. Principals are 
John R. Magney, Donald P. Setter, 
continued on page 308 


Chicago 38, Illinois 
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AMERICAN BLOWER CE V 
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Fancoil units for cooling and heating in- Heavy-duty centrifugal fans for high pres- Packaged commercial air conditioners, 
dividual rooms in multi-room structures. sure air conditioning or ventilating needs. air or water cooled types, 3 to 20 tons. 


* American-Standard and Standard œ are trademarks of American Radiator & Standard Sanitary Corporation. 


|American-Standard 


INDUSTRIAL DIVISION 


AMERICAN BLOWER PRODUCTS œ ROSS PRODUCTS * KEWANEE PRODUCTS 
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At Dick Graves’ Million Dollar 


Nugget Casino — Near Reno 
BRADLEY DUO WASHFOUNTAINS 


Dick Graves writes; “I felt it necessary 
to write you ‘Congratulations’ on 
having such an exceptional product 
as these Bradley Duos. There are 
twelve of these units installed in both 
public and employee rest rooms and 
they have become quite a conversa- 
tional piece. Not a day goes by but 
what our customers don't mention 
how impressed they are with their 
beauty and ease of operation. 

"The new Nugget is one of the 
largest Casinos in Nevada with 
three unusual restaurants, two large 
bars, banquet rooms and a children's 
theatre. We have over 350 employees 
and approximately 5000 patrons 
every day. With this heavy traffic, our 
new Washfountains have endured the 
'acid' test. The appearance of the 


BRADLEY WASHFOUNTAIN CO. 
2227 West Michigan St. 
Milwaukee 1, Wisconsin 


ADA F , > 
ار ا‎ 


Z 


Quo wu 


Foot control, no faucets 
to touch, always sanitary. 


Duos are a credit to any establish- 
ment. 

“We want to express out thanks to 
your company for a wonderful prod- 
uct and to J. F. Davy Plumbing Com- 
pany in Los Angeles for introducing 
us to Bradley Duo Washfountains." 

Bradley Duo Washfountains are the 
most sanitary wash fixtures available. 
Tempered water from the sprayhead 
serves one or two persons at a touch 
of the foot treadle. And the self-flush- 
ing bowl prevents collection of un- 
sightly leftover water. 

Duos in vitreous enamel (6 colors) 
or stainless steel are now widely used 
in restaurants, offices, schools, insti- 
tutions, industry —wherever there are 
hands to wash. Write for Bulletin 
K-1204 for complete data. 


Write for 
Bulletin K-1204 


Distributed by Plumbing Wholesalers 
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Stowell D. Leach, John Lindstrom, 
and Hugo Erickson. Wilbur H. Tus- 
ler has retired as a principal but con- 
tinues as a consultant. Address: 303 
Roanoke Bldg., Minneapolis. 

Mayer, Whittlesey & Glass an- 
nounces that William J. Conklin is 
now an associate partner. Address: 
31 Union Sq., New York 3. 

Charles Nagel & Associates, Con- 
sulting Engineers, announces the 
formation of the firm of Charles Na- 
gel & Associates, Inc., Architects & 
Engineers. Architects are T. J. Bis- 
choff and Don E. Knoblauch. Engi- 
neers are Gilbert S. Feldman, Wm. 
Marshall, Chas. A. Nagel, and Mr. 
Knoblauch. Address: 1615 Under- 
wood Ave. Milwaukee 13. 

Frank C. Shattuck Associates, 
Inc., Architects, announces the 
changing of its corporate name to 
Frank C. Shattuck, M. F. Siewert 
and Associates, Inc., Architects. Ad- 
dress: 174 E. North Water St., Nee- 
nah, Wis. 

Summer & Lundquist, Inc., Archi- 
tects, is the new name of the firm 
formerly known as John E. Summer 
& Associates, Inc. Principals are 
John E. Summer, A.I.A., and George 
C. Lundquist, A.I.A. Address: 7-17th 
St., N.E., Atlanta 9. 

Frank M. Valdez, A.I.A., Archi- 
tects-Engineers, announces the ap- 
pointment of Arthur A. Treut, indus- 
trial designer, as associate director 
of residential and subdivision plan- 
ning and home consultant services. 
Address: 1818 San Pedro Ave., San 
Antonio, Texas. 

Robert F. White and Associates, 
Landscape Architects and Planning 
Consultants, announces the resigna- 
tion of Mr. White as professor of 
landscape architecture at the A. & 
M. College of Texas to devote full 
time to private practice. Address: 
336-B Jersey St., College Station, 
Texas. 

The consulting engineering firm of 
Woodward, Clyde, Sherard & Asso- 
ciates, 1150-28th St., Oakland, Cal., 
announces the recent opening of two 
East Coast offices. One, at 680 Fifth 
Ave., New York, is headed by James 
L. Sherard. The other, at 98 Green- 
wood Ave., Montclair, N. J., is under 
David M. Greer. The firm has also 
recently opened an office at 3467 
Kurtz St., San Diego, with Douglas 
Morehouse in charge. 


New Address 


Kelly & Gruzen, Architects-Engi- 
neers, 10 Columbus Circle, New York 
19. 


more news on page 312 


Washington National Insurance Company Building, Evanston, Illinois. 
Graham, Anderson, Probst & White, Architects-Engineers, Chicago. 
Norman F. Brunkow, Chief Structural Engineer. A. L. Jackson Company, 
General Contractor, Chicago. Gateway Erectors, Inc., Steel Erectors, 
Chicago. 


ing 22 No. 11 bars, limited to a design stress of 20,000 
PSI, would have been 32” in diameter. The same column 
using 11 No. 18S butt-welded, high strength bars, with a 
possible design stress of 30,000 PSI, measures 26” in 
diameter—a saving in floor space of approximately 2 sq. 
ft. per column. 


Republic High Strength Reinforcing Bars provide a "d peut. t 
minimum yield point of 75,000 pounds per square inch NO. 18S HIGH STRENGTH REINFORCING BARS used in column verticals 
and meet the new ASTM Specification A-431-58T. are electrically butt-welded in basement story adjacent to steel sheet- 
H ing. To accomplish the weld, the lower bar is furnished with a square cut 
The high strength bars are rolled from new billet steel end and the top bar is beveled at 45 degrees from each side to forma 
only, in all standard sizes including, 14S a” square chisel end. Clamps are used to hold bars in alignment. 


equivalent) and 18S (2” square equivalent). Bars can be 
specified to any length up to 60 feet. All splices are field 
welded. Mail the coupon today for full facts. 


Progress photo below shows the setting of reinforcing steel in the second floor 
and indicates the staggered heights of column verticals. 


AMEN 5 " - 
ws "ONES. 
This photo shows first and second story column verticals extending above 
the basement floor after having been butt-welded to the dowels in 


caisson tops. Bars are No. 18S high strength types furnished by Republic 
Steel. 


REPUBLIC STEEL 
Weld Weil Ruge of, tanta, Hobs 
ard SCL, oduziti 


REPUBLIC STEEL CORPORATION 
DEPT. AR -7394 
1441 REPUBLIC BUILDING * CLEVELAND 1, OHIO 


Please send more information on Republic High 
Strength Concrete Reinforcing Bars. 


Name. eee 


Company. 


Address. 


کک م تن بي SS‏ سس سو 
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Economical Construction Methods 
Employed in Hardware Factory 

The new factory for the John Ster- 
ling Corporation in Illinois near the 
Wisconsin border is a 36,000-sq-ft 
structure built on a 4-ft module. 
The clients, manufacturers of build- 
ers' hardware, specified a building 
economical to construct, easy to 
maintain, and expandable to several 
times its present size. Large, clear 
floor areas allowing a flexible produc- 
tion layout also were necessary. The 
architects were Derald M. West & 
Associates, Genoa City, Wis.; the 


general contractor was Howard Lind- 
vig of the same city. 

The minimum clear span in assem- 
bly and storage areas is 36 ft. The 
crane bay, however, has a 52-ft mini- 
mum span. The architects decided on 
8-in. round steel columns, lami- 
nated wood beams, and a four-by-six 
tongue and groove solid wood deck. 
The structure supports a five-ton 
traveling crane. 

The walls are light-weight con- 
crete block in a stacked masonry pat- 
tern; in the lobby area (shown) some 
blocks are set out slightly for vari- 
ety. The office area has an acoustical 
ceiling suspended below the wood 
deck, with air conditioning and other 
ducts in between. The block masonry 
walls are painted two-tone green in 
the factory area and in warm colors 
in the offices. The architects say basic 
construction economies made possi- 
ble more expensive mechanical, light- 
ing, and plumbing equipment, floor 
finishes, and window treatment. 


NN 
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THE SHELVING OF A THOUSAND USES! 


This inexpensive steel rod shelving 
meets any requirement, assembles quickly, 
(with no special tools) last a lifetime! Erecta Shelf consists of uprights and 
shelves of strong steel rods, notched to 
friction fit tightly and lock rigidly in place. 
No nuts and bolts or special tools 
required! Assembly takes only minutes 
and new arrangements or additions may 
be made just as quickly. Shelves can be 
adjusted to accommodate items in all 
sizes, shapes and weights up to 1000 Ibs. 
per shelf! 


Durable, lightweight, amazingly 
strong — designed to meet your every 
requirement, Erecta-Shelf is stocked for 
immediate shipment! 


EREGTAXS HEBE Write today for details! 


a quality product of 


METROPOLITAN WIRE GOODS CORP. 


N. WASHINGTON ST. and GEORGE AVENUE 
WILKES-BARRE, PA. | more mews on page 318 
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Roof Structure, Diaphragm Bracing 
and Acoustical Ceiling Combined! 


No Purlins or Bracing Required . . . M-Deck Sections 


MAHON 


Long Span 
M-DECK SECTIONS 


7 


SECTION M1-0B 
OPEN BEAM DEPTH 3", 44", 6" or 7A" 


| 2 eed x | 


SECTION M2SR (Acoustical) 
CEL-BEAM DEPTH 114’, 3", 44", 6 or 7V2" 


Qu RD 
mam" — 
ها‎ LIGHT DIFFUSER لحب‎ 


SECTION MIT (Troffer) 
DEPTH 6° or 7V4" 


PERFORATED AREA 


SECTION M2 (Acoustical) 
CEL-BEAM DEPTH 114", 3", ay", 6 or IV 


Span from Rigid Frame to Rigid Frame 


* OTHER MAHON BUILDING PRODUCTS 


and SERVICES: 


M-Floors (Electrified Cellular Steel Sub-Floors) 

Insulated Metal Curtain Walls 

Underwriters’ Rated Metalclad Fire Walls 
Rolling Steel Doors (Standard or Underwriters’ Labeled) 
Steel Roof Deck 

Permanent Concrete Floor Forms 

Acoustical and Troffer Forms 

Acoustical Metal Walls and Partitions 
Acoustical Metal Ceilings 

Structural Steel—Fabrication and Erection 


Steel Plate Components—Riveted or Welded 


* For INFORMATION See SWEET’S FILES 
or Write for Catalogues 


At Left: Cross Section of Long Span M-Deck 
Combined Roof-Ceiling with Troffer Lighting. 


THE R.C. MAHON COMPANY © Detroit 34, Michigan 


Sales-Engineering Offices in Detroit, New York and Chicago 
Representatives in all Principal Cities 


of Steel and Aluminum 


MAHON 
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N.LA.E. Thesis Winner Designs 
Boat Yard for Yacht Builder 
Winner of the National Institute for 
Architectural Education's 1958 The- 
sis Award was David Bruce Falconer 
for *A Boat Yard for Stamford." Mr. 
Falconer, who received his B.Arch. 
degree from Yale last year, is now 
associated with Victor Christ-Janer. 
The jury consisted of William F. 
R. Ballard, Giorgio Cavaglieri, Abra- 
ham W. Geller, José A. Fernandez, 
Sidney L. Katz, and Jedd S. Reisner. 
They chose the boat yard from ten 
entries from Carnegie Tech, Colum- 


bia, Rice, Illinois, Nebraska, and 
Yale. 

Mr. Falconer's project is a theo- 
retical yard for an actual firm, the 
Luders Marine Construction  Co., 
Stamford, Conn. The yard would be 
capable of building, storing, and re- 
pairing wood, steel, or plastic boats 
up to 200 ft in length. The idea is 
that such a yard might help a yacht- 
building firm meet foreign competi- 
tion in that field and also branch out 
to government work and commercial 


TYPICAL DETAIL: fishing boats. 

: = The plan below shows the layout, 
Inside channel glazing with the long shop building and a 
separate boat house for each type of 
construction. The cantilevered office 
and sales building, seen in fore- 
ground in top photo, may be ap- 
proached on foot or by boat. 

The jury report, prepared by Mr. 
Geller, noted that the jurors were 
impressed by “the designer’s ability 
to take standard economical struc- 
tural components and so relate them 
as to result in a very stimulating ar- 
chitectural solution.” 


TREMGLAZE 


TREMTAPE 


ta cartaia walls 


New glazing and sealing techniques and products developed 


by Tremco research can insure leak-free curtain wall instal- 1. Yard Parking; 2. Gatehouse; 3. Outdoor 
lations. Such techniques are described in the new publication boat storage and repair; 4. Shops; 5. Steel; 
“SEALANTS AND COMPOUNDS” which includes latest in- 6. Plastic; 7. Wood; 8. Office parking; 9. 
formation, current specifications and detailed diagrams for Office 


glazing and curtain wall construction. Ask your Tremco Man 
for a copy, or write: The Tremco Manufacturing Company, 
8701 Kinsman Road, Cleveland 4, Ohio, or The Tremco 
Manufacturing Company, (Canada) Limited, Leaside, 
Toronto, Ontario. 


E REMEI 0. "When you specify a Tremco product 
PRODUCTS AND METHODS FOR BUILDING "yos specify a TEES service} 
MAINTENANCE & CONSTRUCTION 
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For tough tropical exposure, the architects of this gleaming Caribbean 
cathedral chose roof coatings made with HvPALON synthetic rubber for its 
permanent resilience, oxidation resistance and good color stability. 


Its weathering performance is exceptional. Experience had shown them that 
conventional roof coatings in the tropics normally had to be patched or replaced 
after two years. With more than two years' exposure to torrid sun, 

wind, rain and salt spray, this reflective roof coating shows no sign of 
deterioration. (Tests indicate excellent performance in excess of ten years.) 
Thermal expansion and contraction of the roof does not impair 

the strong bond between the concrete and this elastic roofing material. 


Flame resistance, weather resistance, lasting resilience and color stability 

are only some of the advantages coatings made with HvPALON offer you as a design 
material for roofs. For more information, write to Elastomer Chemicals Dept. AR-4, 
E. I. du Pont de Nemours & Co. (Inc.), Wilmington 98, Delaware. 


NEOPRENE 
HYPALON® 


«iu POND Srl RUBBER vicem 
- à ADIPRENE® 


REG. v. S, PAT. OF Fe 


Better Things for Better Living . . . through Chemistry 
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Washington Topics 


continued from page 48 


developing the blighted areas of 
American cities were discussed and 
rediscussed by those attending the 
second annual Building Industry 
Congress for Urban Renewal held in 
Washington in February. 

The one-day affair was sponsored 
by the National Housing Center, 
where the meeting was held, with the 
American Council to Improve Our 
Neighborhoods and the Urban Re- 
newal Committee of the National As- 
sociation of Home Builders. Thomas 
P. Coogan of New York City, a for- 
mer president of N.A.H.B. and head 


of the ACTION Home Builders Com- 
mittee, was chairman. 

Following the opening remarks, 
the Congress settled down to nearly 
all-day sessions called workshop 
groups which considered these five 
separate aspects of urban renewal: 
financial aid to builders, builder op- 
portunities in urban renewal, how 
builders help start local urban re- 
newal programs, how to work with 
local public agencies, and rehabili- 
tation. Each of these smaller meet- 
ings was staffed with government 
and private urban renewal officials, 


SPECIFY 


ELECTRIC 
WATER 
COOLERS! 


Cafeteria 
Models 


Pressure Bubblers 


Pressure 
Bubblers 


Specify HAWS! Get Complete Water Cooler specification data from one 
dependable source... write today, for the new 1958 HAWS Catalog! 


DRINKING FAUCET CO. 
1441 FOURTH STREET (since 1909) BERKELEY 10, CALIFORNIA 
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FROM A COMPLETE LINEUP OF... 


with Compartments 


compartment models, hot and colds, 
restaurant and cafeteria models of all 
sizes, remotes, wall inserts...they're 
ALL in the HAWS lineup with custom 
styling and advanced designs that 


` Hot & Cold 
Models 


You can 
specify water 
coolers for any 
specific requirement 

from the complete lineup 

of HAWS ELECTRIC WATER 
COOLERS! Pressure bubbler 
types, bottle-types, freezing 


Bottle Types 
with & without 
Compartments 


guarantee client satisfaction. 


local agency people, experienced 
builders and developers, and urban 
renewal consultants. Builders circu- 
lated among the various workshops 
seeking answers to their urban re- 
newal problems. 

A “sales mart" feature of the Con- 
gress offered cleared land areas for 
sale or lease on the spot to builders 
and potential redevelopers. A num- 
ber of transactions, aided by models, 
maps, photographs and other data, 
was reported. “The dirt was 
scratched for many future deals,” 
one Housing Center spokesman said. 

Mr. Coogan remarked, following 
the sessions: “I am amazed and 
greatly encouraged by the enthusi- 
astic response and intense interest 
shown by builders. It is in meetings 
like this, where builders can meet lo- 
cal urban renewal officials face to 
face, that the sparks begin to fly, im- 
aginations are kindled, and down-to- 
earth planning and building activi- 
ty begin.” 

An estimated 250 builders, urban 
renewal officials and others attended 
the February Congress. Thirty-five 
local redevelopment agencies were 
represented. 


Small Builders Challenged 
William L. Slayton, vice president of 
Webb & Knapp, Inc., stressed bene- 
fits for large and small builders 
alike in the urban renewal programs. 
Mr. Slayton said: “I want to empha- 
size that redevelopment is not limit- 
ed just to large-scale developers 
and rental elevator apartments only. 
My company, for instance, is build- 
ing or soon will build single-family 
housing in Chicago, Washington, and 
Philadelphia. In building such hous- 
ing we associate with homebuilders 
and do not use our own construction 
organization.” 

Sales housing in redeveloped areas 
is bound to increase, he said, with 
planners and officials realizing more 
and more the importance of mixing 
single-family sales housing with 
rental high-rise apartments. 

Mr. Slayton added that these close- 
in redevelopment areas are designed 
to attract families with children. This 
means houses with two, three, and 
four bedrooms are needed and this, 
in his opinion, is where the small 
builder can be most effective. 

Advantages for the small volume 
builder were said to include avail- 
able land, cleared and rough graded; 
zoning already established with no 
subdivision plans to be approved; 
improvements, utilities, and schools 
already established or to be built. 
Finally, he made the point that small 
builders need not worry about financ- 

continued on page 330 
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PELLA WOOD MULTI-PURPOSE and TWINLITE 
WINDOWS were specified here to combine glass 
height with continuity of design. Their stacked 
arrangement connects the trim, modern lines of 
both building wings. In addition, the wood sash 
and mullions provide a nicely proportioned 
separation between masonry and glass. 

Factory-assembled PELLA WOOD WINDOWS offer 


windows 


creative design without high cost 


all of this design versatility at reasonable cost. 
Self-storing screens and storms, stainless steel 
weatherstripping and the exclusive GLIDE-LOCK® 
underscreen operator are standard features. Full 
specifications in SWEET's. For nearest U.S. or 
Canadian distributor, see the classified telephone 
directory. ROLSCREEN COMPANY, Pella, Iowa. 
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Onan NEWS REPORT 


At the Elizabeth Kenny Institute. . . 


Onan Standby Electric Plant 


keeps "iron lungs" 


As many as 50 “iron lungs," one elevator, 
all essential lights, and power require- 
ments for the boiler room are handled by 
the Onan 50KW electric plant during 
power outages. 

Famed for its polio therapy, the Kenny 
Institute has patients in respirators at 
all times. The moment electric power is 
interrupted these patients will stop 
breathing . . . which makes immediate 
automatic starting of the emergency elec- 
tric plant of vital importance. 

An Onan gas-powered electric plant 
was specified for this extremely critical 
installation. Onan gas or gasoline- 
powered plants, coupled with Onan line 
transfer controls start instantly and take 
over the power load within seconds. 


Sizes for any hospital 


Onan Emergency Electric Plants range 
from 1,000 to 150,000 watts A.C. In 
smaller hospitals where low initial cost 
isa factor, Onan air-cooled plants provide 
instant starting, dependable perform- 
ance. Onan's Vacu-Flo cooling system 
eliminates complicated ducting. Auto- 
matic line transfer controls are available 
for all size plants. 


Call your Onan distributor or write for information 


D. W. ONAN & SONS INC. 


2599 University Ave. S.E, Minneapolis 14, Minnesota 
ELECTRIC PLANTS + AIR-COOLED ENGINES « KAB KOOLER e GENERATORS 
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50 respirators like this are operated by 
the Onan Electric Plant during power outages. 


1 


50KW Onan Model 50KA-4R8, installed 
adjacent to the boiler room at the Kenny 
Institute. Engine operates on natural gas. 


ELECTRIC PLANTS 


Washington Topics 


ing since Section 220 of the housing 
act gives the small builder in rede- 
veloped areas the same advantages as 
does Section 203 in other areas. 


Where Urban Renewal Is 

The day's activities were concluded 
in a round-up session at which Rich- 
ard L. Steiner, Commissioner of the 
Urban Renewal Administration, was 
the principal speaker. He gave thes? 
program progress figures: 

On December 31, 1958, 386 com- 
munities had embarked on 648 urban 
renewal projects, of which 10 had 
been completed—an increase over the 
1957 year-end figures of 87 com- 
munities, 157 projects, and six com- 
pletions. 

“I think the most significant fact 
for this group is that in the relative- 
ly near future large-acreage tracts in 
prime locations will be available to 
redevelopers in nearly a hundred 
more cities than were on the roster 
last year," he told the congress. 

There were 285 projects in execu- 
tion at the end of calendar 1958. 
These statistics, in Mr. Steiner's 
opinion, indicate clearly that his pro- 
gram is providing great opportuni- 
ties for builders of all kinds and most 
significantly for builders of all sizes. 
And he observed that it is reasonable 
to expect a growth in the number of 
redevelopers more or less proportion- 
ate to the enlargement of opportu- 
nity. 

In the fiscal year ending June 30, 
1958, he related, some 8000 parcels 
of land aggregating 864 acres were 
acquired by local public agencies; 
during the current fiscal year it is 
expected that some 16,000 parcels ag- 
gregating 1480 acres will be ac- 
quired. 

According to the URA Commis- 
sioner, this is the year when urban 
renewal will commence to swing away 
from the limitations of housing ob- 
jectives to the broader goal of city 
rebuilding and city modernization. 
As he put it, “Congress has been 
nudging our national urban renewal 
policy in this direction for the past 
several years, and it now seems in- 
evitable that the change will occur in 
one form or another in this year’s 
housing legislation. It is interesting 
to note that concurrently ACTION is 
broadening its interests and objec- 
tives. While I am sure there is no 
conscious relationship between these 
two occurrences, they are both re- 
sponsive to increasing recognition 
that the serious problems of deteri- 
oration and absolescence in our cities 
involve more than housing. Increas- 

continued on page 334 


pletely satisfied," says John D. Grigg, President. 
*Our 25-ton gas unit produces 10,000 cubic feet of 
cool air per minute. And you can't beat it for 
economy. It requires practically no maintenance. 
Since it uses the same boiler, it makes use of our 
heating facilities on a year-round savings basis." 


Gas absorptive cooling can put your heating plant 
on a year-'round economical basis too. For specific 
information, call your local gas company, or write 
to the Arkla Air Conditioning Corporation, Gen- 
eral Sales Office, 812 Main Street, Little Rock, Ark. 
American Gas Association. 


GAS OPERATED ARKLA-SERVEL 
ABSORPTION-TYPE WATER CHILLER 


lowest operating costs 
fully automatic operation 
long dependable service 
packaged construction 
compact size 


easy installation 
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À modern classic in design 
that gives you efficient, 
shadow-free lighting! 


L ناا‎ A id -— 
Sun-Lite's new 


VENUS 


4700 Series Fixtures 


You'll find these Venus fixtures styled 
to enhance interiors of schools, offices, 
shopping centers and other commercial 
buildings — designed to provide highly 
efficient, low-brightness, shadow-free 
illumination! The smooth, wrap-around 
plastic diffuser gives light right up to the 
ceiling—and a special plastic joiner band 
permits installation of units in a line with- 
out unsightly connections! 


What's more, they're easy to install—easy 
to maintain, too! Just pull out the spring- 
held end plate to swing the light diffuser 
down for quick access, easy cleaning. 


The new Venus fixtures are available in 
12" wide 2 lamp and 15" wide 4 lamp 
models in standard and slimline lengths. 


DOUBLE CHANNEL CONSTRUCTION 
FULL LENGTH SUPPORT FLANGES 
> FOR PLASTIC LIGHT DIFFUSER 
= TRANSLUCENT PLASTIC 
JOINER BAND FOR MULTIPLE 
UNIT INSTALLATIONS 


SPRING-HELD 
END ‘age 


——— aai crm ae 
سالج جاه‎ INTERNAL RIBBING 
S| — SHADOW FREE 
2 PLASTIC LIGHT 


DIFFUSER: 


Sun-Lite has a complete line of fixtures 
to meet all your building requirements. 
Send for complete information today! 


Sunita MANUFACTURING CO. 


2555 Bellevue Ave., Detroit 7, Michigan 


Dept. N., SUN-LITE MANUFACTURING CO. 
2555 Bellevue Ave., Detroit 7, Michigan 
Gentlemen: Please send me complete information on 


your VENUS 4700 commercial fixtures. 
Include your new lighting catalog. 


Name. 

Title 

Company. 

Address. 

Dy = one —Sute 
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ingly, the public is demanding that 
cities be more efficient, that their af- 
fairs be better administered, and that 
city life be more exciting, more stim- 
ulating, more satisfying, more re- 
warding.” 

Today in a few cities where ur- 
ban renewal is well advanced, Mr. 
Steiner asserted, the emergence of 
the city of tomorrow is evident. 


Shelter Research Program Finds 
Wider Interest, OCDM Reports 
The Office of Civil and Defense Mo- 
bilization reports that architects are 
taking an increasing interest in the 
shelter aspects of its broad program 
of protection. This is evidenced by 
mounting inquiries by mail and in 
person concerning the agency’s activ- 
ities in this field. 

Basing their reactions on these 
displays of interest, OCDM people 
say they are convinced that more 
and more building plans are includ- 
ing provisions for shelter. 


Research Attacks Problems 

The Office is engaged in a shelter re- 
search and development program in- 
volving hundreds of thousands of 
dollars. 

One $30,000 project now in prog- 
ress involves a study in the metro- 
politan area of Tulsa, Okla. This is 
aimed at determining specific civil de- 
fense requirements relating to shelter 
capabilities of existing buildings. 
The contract covers development of 
shelter planning goals; survey and 
inventory of evacuation and protec- 
tive refuge capabilities to serve as a 
basis for developing shelter facilities ; 
daytime and nighttime population 
distribution; shelter siting and evac- 
uation route studies; construction 
and financing priorities; and an out- 
line of required legislation to expe- 
dite a shelter program. Data on the 
Tulsa efforts should be in OCDM 
hands this fall following completion 
of the study September 30. 

A survey now being completed by 
Guy B. Panero, New York, involves 
the design of modular standardized 
shelters. This was worked out under 
a $61,000 contract initiated last July. 
Involved here was development, de- 
sign, and preparation of drawings 
and specifications, bills of material, 
and cost estimates for modular shel- 
ter units that would provide all es- 
sential survival requirements. The 
object was to make available stand- 
ard package units which could be 
used by architect-engineer firms for 
specific shelter designs. 

A third project concerns effects of 
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COAT and HAT RACKS 


. . WALL RACKS 
Basic 2’ 2", 3' 2", 4' 2" and 
5' 2" units mount directly on 
wall. Interlocking add-on 
sections make racks of 
longer lengths and greater 
capacity. 


DOUBLE FACED . . ..f 
These standard cloak- 
room racks (with or 
. without checks) hold 
8 coats and hats per foot of 
length. Also available in 4’ 2” 
and 5’ 2” portable racks—with 
shock braces and large casters. 


«SINGLE FACE 
Stationary or portable racks fit 
close against wall. Sections 
snap-lock together to make 
rigid assembly that will not sag, 
wobble or creak. 


=". . floor layout service for architects 
Let our cloakroom and checkroom 
specialists suggest equipment requirements 
and efficient layout. Just send outline 
of available space, capacity desired and 
nature of load. No obligations, of course. 


Write for Catalog Sheets, Dealer Sales Helps CK-52 


VOGEL-PETERSON CO. 


1121 W. 37th St. * Chicago 9, Ill. 


Why Thermopane Saves Heat 
(U VALUE — Winter) 


Over-all heat transmission coefficient (U value) varies 
with ranges of temperature at which coefficient is de- 
termined. For most practical heat loss calculations 
coefficient U can be the value determined at 10? outside 
temperature, 70? inside temperature, 15 mph outside air 
velocity and natural convection inside. Therefore, the 
U values shown here apply to winter heat losses. 


type thickness U value 

single glass 1/8" 1.16 
1/4" EIS 

double Thermopane 1/8” or 1/4” 3/16” 1/4” 1/2” 
air space* air space air space 
.69 -65 58 
triple Thermopane 1/4” 1/4” 
air space 

47 


*GlasSeal Thermopane only. 


file on Thermopane insulating glass 


How it Reduces Air-Conditioning Costs 
(U VALUE — Summer) 


Summer air cooling calculations are usually based on an 
outside air temperature of 95? and exterior wind velocity 
of 7.5 mph, a room temperature of 75?. U values for 
these summer conditions are given below. 


type glass thickness | U value 
single 1/8" | 1.07 
glass 1/4" 1.06 
double " "| 3/1 6 * Y /4 à /2 
1/8" or 1/4 air space* air space air space 

Twopade | O64 0.61 0.56 

, 1/4" 1/4" 
triple air space 
Thermopane 0.45 


*GlasSeal Thermopane only. 


Reduction of Cooling Load 


Summer heat transmitted through glass is divided into 
three types or may be said to come from three sources: 
(1) direct solar radiation, (2) sky or diffuse radiation, 
(3) outdoor-indoor temperature differential. The Thermo- 
pane Manual offered upon request gives formulas and 
charts for calculating cooling loads in residential and 
nonresidential buildings. 


Why You’re More Comfortable Near Thermopane 


temperatures of glass surface on the warm side and per cent 


relative humidity (RH) at which condensation occurs (dry bulb air temperature 70° F. on warm side) 


single 
glass 


double 
Thermo- 
pane 


triple 
Thermo- 
pane 


GlasSeal 
Thermopane 


Above chart is based on normal convection currents on room side when unobstructed by curtains, draperies or heavy muntins. Condensation will occur at slightly 
higher inside temperatures than as shown on the charts if curtains, shades or the construction of the window prevent free air movement over the surface of the glass, 


You will note from the above chart that when it is really 
cold outside, the inner pane of Thermopane will be as 
much as 34° warmer than if a single pane was used. 
That saves heat. Reduces drafts. Makes rooms more 
comfortable, even near windows. It reduces condensa- 
tion. For example, with temperatures 70° inside and 
0? outside, the inner pane of Thermopane will be over 
20? warmer than would single glass. Thus, the relative 


INSULATING 


GLASS 


humidity can be up to 28% greater before condensation 
will form. 

For complete technical data on Thermopane, ask for the 
newest Thermopane Manual. Call your L:O-F Glass 
Distributor or Dealer (listed under “Glass?” in the 
Yellow Pages). Or write to Dept. 8549, Libbey’ 
Owens:Ford Glass Company, 608 Madison Avenue, 
Toledo 3, Ohio. 


LIBBEY -OWENS-+-FORD 


a Great Name in Glass 


TOLEDO 3, OHIO 


ane 
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SPECIFY... 


for the very finest in | 
CENTRAL CONTROL 
SOUND SYSTEMS | 


for: 

SCHOOLS 
INSTITUTIONS 
INDUSTRY 


your choice of every desirable 
modern feature & program facility 


RAULAND Central Control Sound Sys- 


tems are available to fit your exact | 


sound distribution needs. Available 
features include: 


FM-AM Radio—selects any radio pro- 
gram on FM or AM for distribution 
to any or to all locations as desired 
Phonograph—distributes phono pro- 
gram (transcription player or record 
changer); also available for use with 
tape recorder 

Microphone Origination — selects and 
distributes sound from multiple mi- 
crophone locations 

Intercom— permits 2-way conversation 
with any or all locations (up to a total 
of 160 locations or rooms) 

Special —Emergency Switch, all-call 
facility, program clock, monitor 
speaker controls, etc. 


RAULAND Systems 
are available to meet your sound 
distribution needs. Send for 
FREE catalog and detailed 
specification sheets. 


WRITE TODAY «ec 
RAULAND-BORG CORPORATION 


3535-8 Addison Ave., Chicago 18, III. 


O Send full details on all RAULAND Central 
Control Sound Systems 


Name 
Firm 
Address 
City Zone. State 
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mass fires on persons in shelters. The 
Forest Service of the Agriculture De- 
partment is conducting this one un- 
der a $53,000 contract and expects to 
wind up its work by the end of this 
year. These studies will determine the 
nature of the threat of hazardous 
doses of carbon monoxide and other 
products of combustion in shelter 
ventilating systems. They also aim at 
determining temperatures to be ex- 
pected in shelters in fire areas. 

All OCDM expenditure on research 
since 1951, for all civil defense pur- 
poses, has been $25 million. Projects 
costing $1.3 million have been ap- 
proved and now await Congressional 
funds. Included in the latter category 
is $100,000 for studying hospital 
shelter design, $25,000 for studying 
engineering shelter equipment. The 
agency seeks an added $7.3 million 
for research for the next fiscal year 
starting July 1. 

“We now have, for the first time, 
a national shelter policy, adopted by 
an Administration with foresight 
and courage," OCDM Director Leo 
A. Hoegh said recently. 

“The Federal government provides 
the guidance and example—by in- 
forming people of the threat and 
how to meet it—by building proto- 
types—by providing fallout protec- 
tion in its own buildings, and by urg- 
ing every citizen to build his own 
fallout shelter. 

“To make shelter most usable and 
effective, we must know where fall- 
out occurs, and how strong it is. 
Therefore, we also are undertaking a 
tremendous program to develop na- 
tional capability for detecting and 
measuring radiation." 


PBS Studies Prototype Shelters 
One of the largest research projects 
is a $300,000 prototype shelter design 
and specification effort underway in 
the Public Buildings Service, General 
Services Administration, With no 
date set for its completion, this calls 
for study, construction, specifica- 
tions, and cost estimates on five pro- 
totype fallout shelters as follows. 

1. A 250-car (5000-person) two- 
story underground garage shelter 
against fallout in Washington. 

2. A 1000-person understreet fall- 
out shelter on a site to be selected in 
Chicago. 

3. A 1000-person subway fallout 
shelter conversion in an existing sub- 
way in New York. 

4. A 500-person fallout shelter 
conversion in an existing industrial 
plant to be selected in Detroit. 

5. A 1000-person fallout shelter 
continued on page 346 


LEADING 
ARCHITECTS 
AGREE 


“It’s wise to 
specify the 
Miracle ‘Thin-Set’ 
method of setting 
Clay Tile” 


TO BE SURE of over-all performance, 
specify Miracle—the quality adhesive. 
Let's take a look at the record. Miracle 
is tried and true over the years. Proof? 
Miracle tile installations can be found 
in subways, tunnels, hospitals, office 
buildings, schools and government proj- 
ects all over the world. Swimming pools 
in the Dominican Republic, hospitals in 
Switzerland, hotels in Canada, projects 
in the Arctic — all easily installed by 
the Miracle ‘Thin-Set’ Method. 


In addition, Miracle Adhesives Corpo- 
ration offers architects and contractors 
full cooperation in providing specifica- 
tions and details for all types of tile 
installations — showers, baths, sink 
tops, roof decks, promenades, facings, 
ceiling work. 


SEND FOR latest edition of valuable, 
authoritative handbook “Adhesive 
oe for ‘Thin-Set’ Genuine Clay 
Tile". 


MIRACLE ADHESIVES 
CORPORATION 


250 Pettit Avenue, Bellmore, L. 1., N.Y. 


Without Centralized 
Disposal...even a new 


building is obsolete! 


Centralized disposal in 
multi-story buildings is more 
than a convenience—it 
assures yearly savings for 
the life of the building. 
Wilkinson Chutes are 
designed for the central- 
ized disposal of soiled 
linen, rubbish, dust, 
waste paper, garbage, 
or any other material 
that can be dropped 
without damage from 

an upper floor. 


Wilkinson '"B'' Labeled Doors 
For Hand or Foot Operation 


For Schools, Hospitals, 

Hotels, Apartments, 

Institutions . . . Specify 

in Sweet's Wilkinson Chutes... 

Architectural File the outstanding name 
26F for over a quarter 
WL LEM. century. 


WILKINSON CHUTES, INC. 


619 East Tallmadge Ave., Akron 10, Ohio 


See our catalog 


TECHNICAL EDITOR 


We have an opening on our ex- 
panding editorial staff for an 
Associate Editor with an ability 
to evaluate and edit technical ma- 
terial of significance to architects 
and engineers. 


Education and experience in en- 
gineering desirable. 


Ability to report and to write well 
is essential. 


This is a real opportunity for the 
right man to do useful work in a 
stimulating environment. Write 
us fully about your education, 
experience, interests, and require- 
ments. 


Address letter to: 
Editor 

Architectural Record 

119 West 40th Street 
New York 18, New York 


you can 


figure 
building 


costs 


QUICKLY and ACCURATELY 


BOECKH'S 
MANUAL 

OF 
APPRAISALS 


OVER 100,000 in- 
dividual unit costs— 
more than 300 build- 
ings, with hundreds of 
variations, all easily 
converted to local cost 
conditions through the 
supplementary service, 
BUILDING COSTS. 


BUILDING COSTS 
Published Monthly 


A supplementary serv- 
ice giving an analysis of 
current market condi- 
tions and the latest cost 
indexes for the major 
metropolitan areas of 
the United States and 
Canada to convert the 
estimating Manual to 
local cost conditions. 


E. H. Boeckh & Associates 
1406 M Street, N.W. 
Washington 5, D. C. 


Please forward to the undersigned, brochure 
containing full details of your building es- 
timating and appraisal services. 


NAME. — 


ADDRESS _ 


Ons. S E. | SIAIRE  — 


ل س س س — — — —— 
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the best friend 
your eyes and 


ideas ever had 


TROMBOLITE 


the dramatically new Multi-Purpose 
Lamp that balances Incandescent 
and Fluorescent Light Sources! 


Trombolite solves your most de- 
manding lighting problem—how to 
get the right kind of light to your 
drawing board or easel! The exclusive 
blending of incandescent and fluores- 
cent light sources—used singly or in | 
combination — produces more light 
... better light...for all your artwork 
needs! Trombolite's “Glide-Action” 
arm extends, stays put, tilts or rotates 
to any angle! Its multi-position reflec- 
tor head puts light where it's wanted 
...directly on your working area. In 
Executive Grey, Sahara Tan, Tropic 
Green and Decorator Blue...with 
choice of mounting bases. Illustrated 
draftsman's model FSD-200TDM — 
list price, less lamps: $26.95. 


Please send me full information on Amplex 
Trombolite. 


Address 


r 
| 
| 
l 
| Name 
l 
l 
|] 
l 


|l‏ ن ن س 


City Zone State 


AL-106 


AMPLEX CORPORATION 


£^ Dept. AR, Glen Cove Road, Carle Place, L. 1., N. Y. 
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in an existing commercial structure 
to be selected in one of four cities— 
New York, Kansas City, Indianapolis 
or Montgcmery, Ala. 


Reuss-Thompson Proposal Would 
Aid Historic Preservation 
Representatives Henry S. Reuss (D- 
Wis.) and Frank Thompson, Jr. (D- 
N. J.), circulated a proposed bill 
which wou!d deny Federal funds to 
any program seriously damaging or 
altogether destroying buildings of 
historie significance. They said they 
intended to introduce the measure 
when it was “perfected.” 

The Congressmen represented the 
proposal as “putting teeth into the 
Federal government's bumbling pro- 
gram of historic preservation," and 
described the move essential if 
many of the nation's historic monu- 
ments and structures—including sec- 
tions of towns and cities—are to be 
spared. 

"Through its ownership of about 
21 per cent of all land in the United 
States, the Federal government itself 
has a major role to exercise in pre- 
serving important historical build- 
inzs and sites," their statement read. 
“. . . A building or site that is more 
than 10 years old has to fight for its 
life." 


as 


Plan Prestressed Concrete Test 
On Air Force Runway 

Initial construction began recently at 
3riggs Air Force Base, El Paso, Tex., 
on facilities for the first major test 
of prestressed concrete for airport 
taxiways. 

The U. S. Army Corps of Engi- 
neers is conducting the experiment 
in cooperation with industry groups 
in an effort to determine the feasi- 
bility of this type of material for 
taxiway use. 

A roadway area 75 ft wide and 1500 
ft long is being built as part of the 
expanded runway construction at 
Briggs. The test section will involve 
post-tensioning of the material, and 
Army spokesmen say the results 
would have far-reaching effects on 
both airport and highway construc- 
tion. 

Several years of rigid testing pro- 
cedure will precede any final conclu- 
sions, it was indicated, but the Corps 
is expected to issue progress reports 
from time to time. 


Addenda 

Architects and engineers moved a 

step closer to their coveted program 

of tax relief for the self-employed. 

The House Ways and Means Commit- 

tee approved a bill which would per- 
continued on page 354 


. 15 Prince 


MOSAIC 


designed by Pierre Millous 


STAINED 


produced in Chartres, France 
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Trinity College Chapel, Burlington, Vt. — 
Architect: Julian Goodrich, A.LA., 
Burlington 


Mosaic Glass 1" thick, E 

chipped and set in reinforced — 

cement...vibrant and colorful. — 
Designs and samples on request 
The Studios of T 

` George L.- : 


American Address: 
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America's Best-Planned Houses 


HOUSES 


e e IN 44 
Sie 


House by The Architects Collaborative. Photographer: Joseph Molito 


the structural, mechanical and electrical aspects of contemporary house design. In addition, 
the New Products Section and advertising pages will be a concentrated source of information 
on quality residential building products. 

Architects have acclaimed Record Houses annuals as valuable one-volume compilations 
of the best in house design, a handy reference, a guide to significant new developments, a 
valuable tool for use with clients and an inspiration. 

“Record Houses of 1959" promises to be all of these things—and a joy to read if seeing 
really good houses gives you pleasure. 


will be able to buy "Record Houses of 1959" lp 
(complete with advertised product information) ORATION 
in leading bookstores throughout the nation. peblication 


119 West 40th Street 
New York 18, New York 
OX 5-3000 


Architectural Record subscribers will receive : 0 
“Record Houses of 1959” in addition to the reg- P A rc h ite ct u ra | Q e C O rd 
ular May issue as part of their subscription. Others | 


r=- 
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1,000 car, 2-level hotel parking area. Architect: 
Welton Becket & Associates. 


glamour hotel 
guests park on 


surface seal 


At the fabulous, new Beverly Hilton, 
as at leading airfields, parking lots, 
playgrounds and parkways, asphalt 
pavementsare protected by Jennite J-16 
liquid surface seal. 

Jenniting stops destructive effects of 
gasoline and oil, seals out frost . . . stops 
crumbling and retards drying action of 
the sun. The attractive, satin black 
Jennite surface is tough, easy-to-clean 

. a sound investment in improved 
appearance and increased service life. 


New bulletin describes 
6 basic uses 


In addition to maintaining asphalt 
surfaces, Jennite J-16 is ideal for sealing 
concrete floors and pavements, damp- 
proofing cement or masonry construc- 
tion, coating reinforcing fabric, preserv- 
ing metal roofs and protecting all types 
of exposed metal. 

Specifications 

covering these 
uses are listed in | 
catalog LL-4874 

or in Sweet’s 
Architectural 
File, 5/Ma. 


AA-7250 


Distributors and Stocks 
in principal cities 


Maintenance Inc. 
Wooster, Ohio 


| 

i 

Send us catalog LL-4874 l 

Name. . ees lll - 

Company > "ng 

Address | 
City State | 
i" 1 

RR TEE E EEE J 
ARCHITECTURAL RECORD April 1959 


Washington Topics 


mit self-employed persons to defer 
Federal taxes on 10 per cent of in- 
come placed in a retirement fund up 
to $2500 a year. The American Insti- 
tute of Architects has been one of the 
organizations strongly supporting 
legislation of this type. The House 
was expected to put the measure 
through; but resistance could be ex- 
pected in the Senate on grounds 
its effect would remove a substan- 
tial amount of U. S. Treasury tax 
take, an estimated $365 million each 
year. 


The National League of Insured Sav- 
ings Associations concluded its an- 
nual spring legislative conferences 
here, reaffirming its request for the 
creation of a secondary market oper- 
ation for conventional housing loans 
within the Federal Home Loan Bank 
Board. The League was preparing to 
take its request to Congress when the 
House and Senate subcommittees on 
housing started their hearings on the 
subject. 


The recession of 1958 drove more 
companies to waterways for indus- 
trial sites in order to take advantage 
of low-cost barge transportation, the 
American Waterways Operators, Inc., 
found in its survey of last year's con- 
struction along the water routes. 
'This construction and development of 
industrial plants and waterside facil- 
ities of all kinds increased, running 
against the year's trend for indus- 
trial construction as a whole. The 
survey indicated that 488 water route 
industrial plants were constructed or 
expanded in 1958 compared with 486 
in 1957. The high point for this ac- 
tivity was in 1956 when 565 plant lo- 
cations were developed. 


| A substantial program of Federal as- 


sistance in the construction of long- 
term care and rehabilitation facilities 
has been progressing for four years 
under terms of the Hill-Burton act, 
but it has managed to bolster inven- 
tories only to a point where less 


| than one tenth of the hospitals of this 


kind needed are in operation. This is 
plainly indicated by recent surveys of 
buildings in use for the care and re- 
habilitation of long-term patients. 
The law earmarks more than $60 mil- 
lion a year for the construction of 
chronic disease hospitals, nursing 
homes, and diagnostic treatment and 
rehabilitation centers. Here's the ac- 
complishment to date: more than 
7000 beds for long-term patients of 
this kind have been provided in al- 
most 200 rehabilitation and treat- 


ment centers. 


A.1.A. FILE NO. 26-A-9 


Building for the future? 
Tests Prove 
Alsynite Outlasts 
All Other Panels 


Here’s proof that new Super- 
glazed Alsynite keeps its color 
and surface longer than any 
other fiberglass panel on the 
market. 

The three white fiberglass 
panels above were subjected to 
a 3-year accelerated weathering 
test. Result: panel A (acrylic) 
shows discoloring, surface 
breakdown. Standard panel C 
fared even worse, with extreme 
discoloration and fiber exposure. 
Panel B, Superglazed Alsynite, 
shows no wear, no discoloring. 

This same Alsynite panel 
carries loads of 200 lbs. per sq. 
"ft.—double the load strength of 
ordinary fiberglass panels. 

When you select fiberglass 
panels, specify the best —new 
Superglazed Alsynite, guaran- 
teed to maintain color, strength 
and surface for 10 years. Write 
for AE-458R for complete data. 


Aloy, 


FIBERGLASS PANELS 


ALSYNITE COMPANY OF AMERICA 
Dept. AR-4, San Diego 9, California 


you get with 
Panels 


structural 

Kalwall panel units 
require no mullions 
or supporting 
framework 


The fabulous Pavilion roof ... an award- 
winning high school... and now an entire 
translucent factory. In buildings of every 
type architects are discovering the drama 
— the practicality of Kalwall translucent 
building panels. 


Kalwall bonds translucent fiberglass 
sheets to an aluminum grid core. Result: 
a unique new translucent building mate- 
rial that weighs only 1.5 Ibs./sq. ft. yet is 
so strong and rigid it can be installed with- 
out supporting framework. 


Kalwall is ideal for controlling light, 
either to or from a building interior. In 
the daytime, direct sunlight is diffused to 
even, glare-free illumination. At night, 
lights cause panels to glow outwardly with 
a soft luminous quality. A low U factor 
makes them excellent insulators of both 
sound and heat. 


Kalwall is available as individual 
panels, or in prefabricated panel unit 
walls, custom-assembled to include sash 
and other curtain wall components. Kal- 
wall colors are soft green, blue, rose, yel- 
low, crystal, and white. 


Send Kalwall Corporation prints of the 
job you're on now. In a matter of days 
you'll have them back showing how easy 
—how practical it is to include the 
magic of translucence in your design. The 
Kalwall Corporation, 41 Union Street, 
Manchester, New Hampshire. 


KALWALL 


TRANSLUCENT 


STRUCTURAL PANELS * 


*Patented and Patents Pending 
See us in Sweet's Architectural File, Section 3C 


KA 


Standards Sizes 
4' x 20' — 4' x 12' — 4' x 10“ 
4' x 8' — 274" or 1" thick 


Edburgh Manufacturing Corp. plant in 
Newburgh, New York, as it looked be- 
fore installation of Kalwall panels. Since 
Kalwall panel units are self-supporting, 
mullions or structural framework were 
not needed. 


Four-man team from Boss Glass Com- 
pany, Caldwell, N. J. enclosed 1000 sq. 
ft. of wall area a day. Men had never 
installed Kalwall before. 14' x 4' panel 
unit is so light one man can push it up- 
right. Panels are held in place by chan- 
nels bolted to floor and roof. 


Joining system for Kalwall installation 
is simple. Inner and outer battens, are 
coated with a sealing material — then 
fastened to each other with long screws. 
Battens seal panels to each other — play 
no structural role. 
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e Specify 


permanently 
bonds new plaster 
to concrete... 
for as little as 


2c per square foot. 


DUPONT PLAZA CENTER, MIAMI, FLORIDA 


Plaster-Weld is the amazingly versatile, patented 
liquid bonding agent today specified on hun- 
dreds of remodeling and new construction proj- 
ects by leading architects the country over. |n 
the case of the Dupont Plaza Center, shown 
above, Plaster-Weld was used to permanently 
bond finish plaster to interior concrete surfaces 
and stucco to exterior concrete surfaces. Archt.: 
Frank H. Shuflin & Associates, Miami; Genrl. 
Contr.: Arkin Construction Company, Miami Beach; 
Plstg. Contr.: E. L. Thompson Co., Atlanta, Ga. 


MARRIOTT MOTOR HOTEL, WASHINGTON, D. C.: 
With Plaster-Weld you can permanently bond 


gypsum, lime putty, acoustical plaster and ce- 
ments to themselves . or directly to any sound 
surface . . even glass. Applied with brush, 
roller or spray gun. No costly surface prepara- 
tion. You cover Plaster-Weld with new material 
as soon as touch dry (about an hour). In case 
of Marriott Motor Hotel, billed as “World's 
Largest Motel," Plaster-Weld was sprayed on 
smooth concrete ceilings to bond lime putty 
plaster finish.. Archt.: Joseph G. Morgan, Wash- 
ington; Genrl. Contr.: Charles H. Tomkins Co., 
Inc, Washington; Plstg. Contr.: Novinger Com- 
pany, Inc., Brentwood, Maryland. 

A Plaster-Weld bond is ageless . . . never lets 
go! Plaster-Weld is approved by New York City 
Board of Standards & Appeals, and protected 
under U.S. Patent No. 2,760,885. For technical 
data, and job proof, see Sweet's or write us 
direct. Address Box 5756C, Larsen Products 
Corp., Bethesda, Maryland. 


SPECIAL OFFER 


For your convenience, we have developed 5-page 
work sheet copies of specifications for bonding 
agents, edited by Ben H. Dyer, A.LA., speci- 
fications consultant of Bethesda, Md. Get yours 
today. Simply mail coupon below. 

Larsen Products Corporation 

Box 5756 C Bethesda, Md. 


Please send ( ) sets of specifications to— 


Company 


Street Address 


Required Reading 


1740-1952 . . . cont. from page 60 
rectory was published in 1955, there 
had never been a compilation of bio- 
graphical data on the architects of 
this country. That volume, however, 
covered only architects living at the 
time of compilation. This new Bio- 
graphical Dictionary fils in the pe- 
riod up to the point where the Direc- 
tory begins, giving the names of 
architects who lived between 1740 
and 1952. The compilers, Henry F. 
Withey, a Sherman Oaks, Cal., archi- 
tect, and his wife, labored for a good 
many years assembling the material 
for this unique source of information 
on the architects of the United 
States. Their pioneering efforts in 
this work were prodigious, requiring 
the perusal of countless newspapers, 
magazines, and journals, and cor- 
respondence with  A.ILA. chapters 
and with individuals. 

In so enormous an undertaking, a 
certain number of inaccuracies is 
perhaps inevitable. But another edi- 
tion, which it is to be hoped will be 
forthcoming after the proper inter- 
val, wil undoubtedly have found 
them out and corrected them. Per- 
haps also, a fuller listing of the 
works of each architect may then be 
possible. The important thing about 
this book is that it has been done, 
and that now the task of assembling 
and giving form to so large a num- 
ber of biographical sketches will nev- 
er again be so great as it was this 
first time. 

—ELISABETH KENDALL THOMPSON 


Steel . . . cont. from page 64 

The first sixth gives a clear intro- 
duction to the basic concept of plas- 
tic strength of sections and redistri- 
bution of stress. The second sixth ex- 
plains the principles and application 
of the analysis of continuous beams 
and rigid frames. The remaining two 
thirds is devoted to actual analysis 
and design. In some cases alternate 
designs are prepared and weights 
computed to indicate to the reader 
the effect of variations in the struc- 
ture. 

The text contains an unusual set of 
design guides or check-lists which 
break down each design process into 
a detailed series and should do much 
to help the unfamiliar avoid errors 
of omission. A complete chapter is 
devoted to the design of typical rigid 
welded joints. Some of the more ad- 
vanced problems are treated briefly, 
but their effects on design are de- 
scribed and references to more com- 
prehensive treatments are included 
for those in need of such data. 


A POOR 
MICROPHONE 


Often, an architect’s acoustic concept is 
unjustly blamed for poor public address 
system sound quality...the real trouble- 
maker is frequently an improperly se- 
lected microphone. 


MICROPHONES 
TO SOLVE 
THESE PROBLEMS: 


FEEDBACK “HOWL” 
OVER-SIBILATION 
“BOOMING” 
RANDOM NOISE PICK-UP 
* RAPID VOLUME FLUCTUATION 
* VOICE TIMBRE DISTORTION 


. Among the dozens of superb professional 
quality Shure Microphones, one is certain to 
meet your exact needs: in sensitivity, pick-up 
pattern, type, and style. 


GRADIENT 
Bi-Directional 


UNIDYNE 
Uni-Directional 


SLENDYNE 
Omni-Directional 


Write on letterhead for Professional Folder, 
Catalog and Microphone Specifications 


SHURE BROTHERS, INC. 
222 Hartrey Avenue, Evanston, Ill., Dept.18-p 


The Mutschler kitchen dealer has 


everything to offer the architect when it E & | | 

comes to creating outstanding kitchens GI Al | 

...new home or remodeling. er CA A? El 
i 


finest name in the kitchen since 1893 


| 
| 
| 
This results from thorough training at PER FORATED Al R O UTLETS | | 
| 
| 


the plant, nationwide experience of the 
Mutschler organization, and a product 


that leads in new developments. ADJUSTABLE — NON-ADJUSTABLE | l 
Planning services are performed without SQUARE AND RECTANGULAR | 
charge . . . to architect or owner. Write | 


for complete information. 


MUTSCHLER BROTHERS CO. r 
Dept. J-2104, Nappanee, Ind. | || AGITAIR PERFAIR diffusers provide the architect with a 


concealed air outlet that blends in perfectly with acoustical 
ceilings rather than calling attention to the mechanical in- 
stallation. To complete the cycle of air distribution and 


The QUICKEST way to get... PE iratinen 
| designs. 

REINFORCED CONCRETE |. 

DESIGNS Revised 1957 . . . Based on 5 


Latest A. C. I. Building Code 
Bring your reference library up to date. Replace your earlier 
(1952) edition of the CRSI Design Handbook. Completely re- 
vised in 1957, this valuable tool will provide you more Rein- 
forced Concrete Designs, all worked out to the latest A.C.I. 


Building Code. Here is a technical publication of immeasur- 


able value, which the Concrete Reinforcing Steel Institute is iffüsers ncorboratclen: - 5 
making available to architects and engineers for only $6.00 a PERFAIR diffu ع م‎ smartly designed mounting 


copy. Send check or money order for your copy, today. | frames and exclusive AGITAIR removable diffuser cores 
| which provide unmatched blow patterns in 1-2-3-4 way 
| blows. The inner cores have an added feature... built-in 
direction controllers that provide deflection of the air 
stream from one or more sides individually in varying 
degrees from horizontal to downward delivery of air. 

AGITAIR PERFAIR air diffusers are available for sur- 
face or tile mounting that will not only blend in with the 
ceiling design but will distribute the air noiselessly and 
draftlessly. AGITAIR PERFAIR is another genuine product 
designed for Better Air. 


over 65,000 


copies in use 447 pages | 


b S} 
ESIGN HANDBOOK 
Revised 1957 


$ £00 


POSTPAID 


10-Day, Money 
Back Guarantee 


NO C.O.D. 
ORDERS 


Send for complete Perfair Catalog 
AIR DEVICES INC. 
185 MADISON AVENUE * NEW YORK 16, N. Y. 


BETTER PRODUCTS FOR 
AIR DISTRIBUTION * AIR CLEANING * AIR EXHAUST 


Prepared by the Committee 
on Engineering Practice 


CONCRETE REINFORCING STEEL INSTITUTE 
38 S. Dearborn St. (Div. A), Chicago 3, Illinois 


Current Trends in Construction 


FROM THE POINT OF VIEW OF AN ARCHITECT 
(or at least from an economist's idea of an architect's 
point of view) there's a very encouraging note in the 
latest construction trends. Much of the strength in the 
industry last year—and it was strong, despite the re- 
cession—was in the public works group, particularly 
highways. In recent months, most of the building cate- 
gories have been coming up fast. Housing has been doing 
very well, and apartment building is heading for a boom. 
The long slide in factory building has come to an end, 
and February will probably show the first real improve- 
ment in industrial contracts in nearly two years. Most 
other nonresidential building types are going up nicely, 
with the rather baffling exception of schools. Even so, 
school contracts are still enormous, accounting for 21 per 
cent of all nonresidential building in January. 
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STORES, subject of this month's Building Types Study, 
l'otal contracts include residential, nonresidential, heavy engineering contracts bring architecture and economies together more neatly 
than perhaps any other kind of building. A store that 
is well designed, well located and well managed is a 
successful store. Lacking any one of these qualities, it 
stands a good chance of being a failure. In this area, 
Americans are unquestionably world leaders. We have 
done some marvelous things in store building. But any- 
one who moves around on our highways must observe that 
a considerable number of owners and developers are bad- 
ly in need of a higher level of sophistication both as to 
design and location. There's a tremendous educational 
opportunity lurking here, especially in 1959 when store 
building is likely to be the busiest nonresidential build- 
ing type. 


BUILDING IN 1959 began with a bang. The Dodge fig- 
ures on contracts for future construction in January to- 
taled more than $2.3 billion, about 15 per cent above 
January, 1958. What this means is that construction has 
recovered from the late recession, and is back at its old 
postwar trick of setting one new record after another. 
The January figure is the highest ever recorded for any 
January, and advance indications are that February also 
did pretty well. 


AN ECONOMIST can't afford to overlook any potential- 
ly significant indicator of future trends, and one thing 
we can't help noticing is that women's skirts are getting 
much shorter. As nearly everyone knows by now, there is 
an excellent correlation between skirt lengths and the 
business cycle. Rising hemlines mean rising stock prices 
and booming business, and vice versa. Nobody knows why 
this is true, but it has worked in the past and it might 
even work in the future. And it is undeniably more in- 
teresting than some of the other economic indicators we 
have to follow. Knobby knees are not the most esthetically 
satisfactory subject to contemplate, but that is a small 
price to pay for prosperity. 
GEORGE CLINE SMITH 
Vice President and Economist 
F. W. Dodge Corporation 
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